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SAFETY SHOES \ 


stitched with Thread of DACRON, polyester fiber, 
have something exceptional to offer. Laboratory 
tests prove this synthetic marvel has as much 
as 14 times the abrasion resistance of conven- 
tional thread. 


fon Pek, ' Pres? : m x 
f £ ‘ : : > ea 
ba f i < ‘| 
Ae Se i 4 Be 
; as x 
d ‘ { hs Aj Ne | 
nd h a 5 a» ot 4 ‘ 


DURABILITY — possesses a unique combination of physical 
and chemical properties which allow for a longer lasting 
and more serviceable shoe than ever made before. 
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ABRASION RESISTANCE—life of the shoe seams are 
considerably lengthened due to tremendous resistance to 
abrasion. Constant problem of scuffed out sole stitching, 
in plant wear, is areatly reduced. 
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CHEMICAL RESISTANCE—unusually resistant to acids, 
alkalis, bleaches and common solvents. Seams made with 
this fiber add greatly to the service life of shoes in the 
steel, oil and chemical industries. 
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RESISTANCE TO MILDEW AND BACTERIA—amazingly 
resistant to mildew and bacterial action—the problem of 
rotted, mildewed seams are solved at last. 


BROCHURE—" What's 


New in Safety Shoes” 


and 
CATALOG—"Safety Shoes 


for every job in industry” Write today! 


INDUSTRIAL COMPANY 


DACRO 
be a ew #6 


OUTSTANDING STRENGTH—because threads of 
DACRON are several times as strong as conventional 
threads of equal diameter, seams can now be made 
strong and tight without being stiff and bulky. 
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NOT AFFECTED BY MOISTURE AND PERSPIRATION— 
because DACRON is not affected by moisture and per- 
spiration, stitching failures due to these common causes 
have been eliminated. 


Dept. B, 3301 ARCH ST. « PHILA. 4, PA. 


Circle No. 1 on reader service card for more information. 


DU PONT trademark for polyester fiber. 





Happy Les gla Happy... 
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savers Stald guard! 


Comfort and safety are assured — even on hot 
days — with MODEL 10G2 EYE-SAVER. A 
green frame with 18 or 32 air vents and shade 
No. 2 optical green shatterproof lens make it 
the ideal safety goggle—regardless of weather! 
Get complete details from your safety supplier 


or write direct. 
WATCHEMOKET 


WATCHEMOKET OPTICAL CO., INC. eye 


PROVIDENCE ° RHODE er 


IN CANADA © LEVITT-SAFETY LIMITED, TORONTO 10, MONTREAL 1 


Circle No. 2 on reader service card for more information. 
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larger factories for a combination machine that can be used in congested 
areas and narrow aisles. And all the refinements of Finnell’s larger com- 
bination machines are embodied in this smailer unit (18-inch brush ring). 
Has new type of water valve that assures uniform flow of water . . . power- 
ful vacuum for efficient pickup (performs quietly) .. . a Finnell-developed 
trouble-free clutch . . . self-winding cable reel . . . improved waterproof 





NEW ScRUuBBER-VAC 


FOR SMALL-AREA FACTORIES 








@ Specially designed for buildings with 2,000 to 15,000 
sq. ft. of floor space 


@ Applies the cleanser, scrubs, rinses, and picks up in 
ONE operation 


@ Also handles the dry work — steel-wooling, polishing, 
a) Ce] 


e@ Can be leased or purchased (leasing budgets 
cleaning expense) 


Now the labor-saving advantages of combination- 
machine-scrubbing are available to small as well as 
larger factories. The new 418P Finnell Scrubber- 
Vac, for small-area buildings with 2,000 to 15,000 

sq. ft. of floor space, cleans floors in approximately 
one - third the time required with a conventional 15 
or 18-inch scrubber- polisher using separate equip- 
ment for picking up. A Finnell Scrubber-Vac speeds 
cleaning by handling four operations in one! It applies 
the cleanser, scrubs, rinses if required, and picks up (damp-dries 

the floor) — all in a single operation. 





















Of narrow design, the new 418P Scrubber-Vac also meets the need in 


wiring and minimum electrical connections, simplifying the cleaning of 
the machine ...G. E. Motors and Timken Bearings. The machine 
is self-propelled—operator merely guides it. Supplied with or 





SEE IT IN ACTION ON 
YOUR OWN FLOORS! 


Find out what you would save with a 
Finnell Scrubber-Vac. Finnell makes 
several models and sizes. For demon- 
stration, consultation, or literature, 
phone or write nearest Finnell Branch 
or Finnell System, Inc., 3506 East 
Street, Elkhart, Indiana. Branch Offices 
in all principal cities of the United 
States and Canada. 


Circle No. 3 on reader service card for more information. 


without powder dispenser. Incidentally, it’s good to know that 

when you choose Finnell Equipment, a Finnell man is readily 

available to help train your maintenance operators in its 
proper use. 





















FINNELL SYSTEM, INC. \ wie 


Pioneers and Specialists in PRINCIPAL 


FLOOR-MAINTENANCE EQUIPMENT AND SUPPLIES CITIES 
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THERE’S PROFIT IN PREVENTION 








Easier Floor Maintenance-Sa 


Special Absorbents Provide 
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These two proved absorbents, ealled Quik-Sil and Aqua- 
Lic, are specially compounded to absorb completely and 
quickly dangerous oil, grease and water-base substances 
—— thus helping to prevent slipping accidents 
and fire. 


Approved by Underwriters Laboratories, Quik-Sil and 
Aqua-Lic are amazingly effective absorbents. Quik-Sil 
absorbs oils, greases, kerosene, naphtha, oleum spirits, 
gasoline, thinners, and any mineral oil base material. 
Aqua-Lic dries up water soluble lubricants, water-base 
coolants, soap water solutions and grinding compound 
emulsions. 


One of the most important features of Quik-Sil and Aqua- 
Lic is their fire resistant properties. They do not burn. 
In addition, they make floors skid-proof 


Quik-Sil and Aqua-Lic are ideal absorbents for metal 
working plants, machine tool builders, aircraft plants, 
factories, railway repair shops, oil storage rooms, paint 
shops, car barns, textile plants, shipyards and filling 
stations. 


Free test samples of Quik-Sil and Aqua-Lic are available 
upon request. Send inquiries on your company letterhead 
to the manufacturer. The Diversey Corporation, Main- 
tenance Products Dept., 1820 Roscoe St., Chicago 13, 
Illinois. In Canada: The Diversey Corporation (Canada) 
Ltd., Lakeshore Road, Port Credit, Ontario. 


Another outstanding product you will want to investigate 
thoroughly is Diversey Elektro-Purj-It. This amazing 
multi-purpose cleaner is ideal for all general plant cleaning 
. . . removes dirt and grime like magic and at a cost of 
less than 2 cents a gallon. Write for free sample. 

Circle No. 4 on reader service card for mere information. 
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Letters to 
the editor 





Cost of Falls 


Editor, 

I would appreciate two copies of 
your excellent article, Falls—Year 
*Round Expense (O.H., April ’51). 

Arthur N. Pauly, M.D. 
Johns-Manville Corp. 
Manville, New Jersey 
e They’re on the way to you, Dr. 
Pauly. We can supply other readers 
with reprints of this statistical re- 
port in limited quantities. Request 
them from the editor, OccUPATIONAL 
Hazarps, 1240 Ontario St., Cleve- 
land 13, Ohio. There is no charge. 


No W. Va. Docket Cases 


Editor, 

Right Off The Docket is probably 
the favorite article to me in your 
magazine, but I do not recall seeing 
any West Virginia cases. This, na- 
turally, is of most importance (to 
me) since compensation rulings are 
not legal in other states in a number 
of cases. Can’t you include some 
from this state? 

Andrew J. Sleboda 
Safety Inspector 
Eastern Gas & Fuel Associates 
Barrett, W. Va. 
e We'll try. 


Civil Defense Info 


You should be doing some serious 
thinking about civil defense. Here 
is a partial list of helpful material 
available from the Superintendent 
of Documents, Washington 25, D. C.: 
1. National Security Factors In In- 

dustrial Locations (15c). 

2. Civil Defense Against Atomic 
Warfare (10c). 

4. Fire Effects of Bombing Attacks 
(15c). 

5. Health Services and Special Wea- 
pons Defense (60c). 

6. Industrial Security Manual for 
Safeguarding Classified Matter 
(no price given). 

7. Civil Defense in Industry (no 
price given). 





A SPECIAL SECTION to aid your 
C. D. planning starts on page 37 
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WW-TRSU’S 
ISCO-NAP VAMP LINING 


against wear 
fhe foot 






. Hy-Test’s Isco-Nap vamp 

* linings feature an especially high 

ba ; ; pile of nap and special processing that 

¥ keeps this nap erect, providing a 

Pa ro Poe permanent “‘air-layer’’ between foot and steel 
E box toe. This “air-layer” acts as a 

as cushion against wear and provides a 

Ps “ventilating system’’...a_ series of air channels 


that conduct fresh air in, stale air out 


.+ permitting the foot to breathe. 


ae / ISCO-NAP 

ye “AIR-LAYER” 

i Wearer acceptance has proved the two-way 
E advantage of Isco-Nap vamp linings. 

¢ c é > 2. WRITE FOR CATALOG 


Other Advantages of 
ISCO-Nap Vamp Lining 


Does not wrinkle, come 
loose or bunch up to cause 
blisters or rub skin raw. 


Keeps its texture and re- 
mains moisture absorbent. 


Moisture is dissipated there- 
by retarding rot or mildew. 


~~ 


HY- TEST. S 
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BUFFALO FIRE APPLIANCE CORPORATION, DAYTON 1, OHIO 
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This fire at the Austin Bridge Co., 


Dallas, Texas, started 


when only 


guards were in the plant. Loss, 


\ estimated at $550,000. 


FIRE ALARMS 
can stop disaster before it starts! 


You know the first five minutes of fire are crucial! Buffalo Auto- 
matic Fire Alarms, placed at intervals or known fire hazards in your 
buildings, stand alert to warn the instant fire threatens. The fool- 
proof, wind-up mechanism is completely self-contained aad inde- 
pendent of any power soutce. The moment surrounding temperature 
reaches 135°, or other limits, if you desire, the heat-sensitive fuse 
automatically releases the alarm. A loud, penetrating gong sounds 
for five minutes, signaling for quick action to prevent disaster. After 
sounding its warning, a new fuse and winding is all that is necessary 
to put your Buffalo Automatic Fire Alarm on the job again. 

' Get this low cost, Underwriters’ Laboratories approved protec- 
tion now! It’s easy to install and the copper-plated mechanism will 
last a lifetime. Consult your Classified Telephone Directory or write 
for your nearest Buffalo dealer. 

Circle No. 6 on reader service card for more information. 








Services 
Offered in Ads 


What's new in safety shoes? Get the 
answer in Record Industrial Co.’s 
new brochure. Get it and a complete 


catalog of the Rico line. 
Circle No. 1 on reader service card. 





For civil defense planning, you’ll want 
to take a look at “How Safe”, just 
published by Tracerlab, Inc. Free 
on request. 

Circle No. 19 on reader service card. 


60 trillion particles under your heelf 
make floors waxed with Ludox con- j 
Find 
out how this DuPont product in-§ 


taining products much safer. 


creases safety underfoot. 
Circle No. 18 on reader service card. 


Total eye safety service offered by | 


Bausch & Lomb includes forceful 
educational material. Get free facts 
on safety selling. 

Circle No. 63 on reader service card. 


Two-thirds less cleaning time is needed f 


when you have a Finnell Scrubber- 
Vac. Information and demonstration 


on your floors is free. 
Circle No. 3 on reader service card. 


Discarded dusts play havoc with mei 
and machines. Get rid of them safe- 
ly with Torit collectors. Complete 


facts on request. 
Circle No. 36 on reader service card. 


Plant Protection for National Defense, 
is the title an instructive manual 
for guards and watchmen. Detex 


will send you a copy free. 
Circle No. 62 on reader service card. 


Get insurance against falls and slips 
with Tread-Sure coating. Want to 
know how it cuts accidents? Ask A. 


C. Horn Co. for data. 
Circle No. 13 on reader service card. 


Welding protection that’s comfortable 
aod economical is yours from Dock- 
son Corp. A free catalog shows all 
safety equipment. 

Circle No. 29 on reader service card. 


Beat the heat with Expanded cotton 
sweatbands. General Bandages of- 
fers a free sample so you can try 
them yourseit. 

Circle No. 33 on reader service card. 
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Continued on page 53 
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Woven for coolness, styled for eye-appeal—yet 

it gives the foot protection your men need. A proved 
favorite for on and off the job, that your men will 
want and surely wear. Because Thom McAn is 
America’s No. 1 shoe, workers know the 

name and wear Thom McAn Safety 


Shoes willingly. Place your orders 





now—for immediate shipment. 


S-4355 — Woven moccasin 
type in chestnut brown 
with leather sole and 
rubber heel. 


SIZES: 
B 8-11 D 6-12 
C 7-11 E 7-11 
EE 6-12 


SOLD 2 WAYS 


1. Stocked for your men in 
Thom McAn stores. 


2. Sold direct to plants. 


Details of this service, plus information on the ThomWttAn. 


4-way employee purchase plan, and the Thom 

McAn safety shoe features, should all be on your \ y ’ 

desk. Just write us and we'll see that they get there. \ N i 
THOM MCAN SAFETY SHOE DIVISION ae ‘ 





ann lo 
25 West 43rd Street, New York 18, N.Y. A DIVISION OF MELVILLE SHOE CORPORATION i 


Circle No. 7 on reader service card for more information. 
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THIS BEAUTIFUL, sanitary stainless 
steel top is the style leader of the 
water cooler industry! Won’t crack or 
chip; easy to keep clean. Attractive 
Temprite bubbler operates with a 
gentle finger-tip pressure, delivers a 
smooth stream of perfectly cooled 
water without spurting or splashing. 





BOTH FRONT AND SIDE PANELS may 
be easily and quickly removed for 
access to cooling mechanism. Stain- 
less steel panels are available on 
special order. 





why you should use 


TEMPRITE WATER COOLERS 


@® We are experienced manufacturers 
... liquid cooling has been our business 
since 1929 .. . and our purpose is to 
make the best water cooler obtainable! 


@ The design of a Temprite Water 
Cooler is so universally acceptable, that 
you'll be able to use Temprites 
wherever perfectly cooled drinking 
water is needed ... All Temprite Cool- 
ers meet the most rigid local and na- 
tional’ sanitary code requirements! 


@ The Temprite line is a quality line; 
measuring up, in every detail, to the 
highest Plumbing and Refrigeration 
standards. 





Protected by Five-Year Warranty 


WE CAN OFFER @ TEMPRITE COOLERS 


— 





FOOT PEDAL flow control is optional, 
yet, when applied to the cooler, the 
finger-tip control is retained, operat- 
ing independently of the foot pedal. 
Either may be used as desired. 


TEMPRITE PRODUCTS CORP. 
Box 72-J, East Maple Road, 
Birmingham, Michigan 


| want more information about Temprite Water Coolers. 


with 27 
combinations 
of features * 


SIX BASIC MODELS of Temprite pressure- 
bubbler type coolers, with 27 combinations of 
features, make it possible for you to meet ail 
individual requirements. 

Standard capacity sizes are 4 g.p.h., 6 g.p.h. 
and 10 g.p.h. with 80° inlet water temperatures 
and a palatable 50° drinking water outlet tem- 
perature. Available with hermetically-sealed or 
open type compressors, air or water cooled con- 
densers. Any power characteristics can be met. 

“An explosion-proof Temprite model is avail- 
able for use in potentially hazardous atmos- 
pheres containing gasoline, petroleum, lacquer 
solvents, natural gas, grain, wood and coal dusts, 
etc., etc. Bottle cooler and storage compartment 
model also available. 

Stainless steel side panels are procurable for 
use in corrosive atmospheres and most models 
can be supplied with glass filler attachments. 
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Circle No. 8 on reader service card for more information. 





Temprite 


ORPORATION 


BOX 72-J EAST MAPLE ROAD 


BIRMINGHAM 
MICHIGAN 
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EYE PROTECTION 
Face shields (illus- 
trated) with special vi- 
sors... goggles... weld- 
ing helmets . . . acid 

oods . . . heat masks. 


SELF-CONTAINED 
REATHING APPARATUS 


or oxygen-deficient 


FIRST AID 


All-Weather First-Aid 
Kits and other cabinets 


HEAD PROTECTION 


INSTRUMENTS, 
GAS—PORTABLE 
Explosimeters and 
Combustible Gas Indi- 


d highly toxic atmos- 
eres. Chemox . 
emand Type... and 


hour Apparatus. Fend . 


open door 
fod 

SAFER 
TOMORROW... 


lecting and buying 
ety Equipment, 
VICE is as impor- 
as PRODUCT. Call 
M.S.A, man on your 
ry safety problem 
is job is to help you. 


.. . Salt Dispensers and 
Tablets . . 
. . Fire blanket 


outfits . . . Stretchers. 


Skullgards... Mce- 
Donald Hats . . . Cool 
Caps Fireman’s 
Helmets . . . Hat and 
Goggle or Welding Hel 
met Combinations. 


a Tee 


por Detectors. 


cators; Carbon Monox- 
ide, Hydrogen Sulphide, 
Methane, Nitrogen Di 
oxide and Mercury Va- 


GAS MASKS 
All Service . .. Ammonia 
Hose Masks ‘ 
Self-Rescuers . Mili- 
tary Masks... Indus- 
trial Canisters. 





INSTRUMENTS— 
DUSTS AND FUMES 
Midget Impinger . . . Elec- 
trostatic Dust Sampler .. . 
Microprojector ...Samplair. 


ARTIFICIAL RESPIRATION 
AND OXYGEN THERAPY 
EQUIPMENT 
Pneolator . . . Inhalator .. . 
. - . Oxygen Therapy Units 

—Demand Pneophore. 


VENTILATION EQUIPMENT 


Air Movers . . . Welding 
Fume Exhausters. .. Port- 
able Ventilators. 


SAFETY BELTS 


Leather and Web Safety 
Belts .. . Lanyards... 
Steel Safety Tail Lines. 


SAFETY CLOTHING 
(Wool—Asbestos— 
Chrome—Piastic— 
Rubber) 

Aprons .. . Gloves... 
Hand Pads. . . Suits... 
Leggings . . . Clogs . 
Knee Pads . . . Shoes 
«« « Pacs. 


RESPIRATORS 
Comfo . . . Dustfoe... 
Chemical Cartridge . . . 
Metal Fume . . . Gasfoe 
... Gas-Fume 


INSTRUMENTS—GAS 
PERMANENTLY INSTALLED 
Carbon Monoxide and Com- 

bustible Gas Alarms 
Continuous Carbon 
Monoxide and Oxygen Re- 
corders... Infra-Red 
Photoelectric Analyzers. 











vo FILTERS GLARE in aluminum weld- 
ing...acetylene, hydrogen flame 
and burning flux look like a pale 
cone at the burner tip of the 
welder’s torch! 

yy SPEEDS PRODUCTION... almost 
entirely eliminates costly strain and 
eye-fatigue. Reduces mistakes 
caused by tired vision! 

Yr SCIENTIFICALLY GROUND... 
McDonald Burt-Weld Lenses are 
polished and optically perfect for 
highest efficiency and protection. 
vy FITS ANY GOGGLE taking 50 mm 
round lens. 


Write for Bulletin and Prices! 





BT. McDONALD CO. 


Manufacturers & Distributors 
of Industrial Safety - 
Equipment 


5721 W. 96th STREET 
LOS ANGELES 45, CALIFORNIA 
Other Offices in San Francisco 
and Houston 


Circle No. 10 on reader service card. 
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INVISIBLE LIGHT may soon beef up your plant protection, 
according to Carl F. Jensen of Westinghouse. Ultraviolet 
and infrared rays can be barriers to saboteurs who 
might sneak by regular lighted areas. Typical applica- 
tion: use fluorescent powders on documents and I.D. 
badges—then black-light inspection of hands at plant 
gate will show indelible marks of tampering. 


AFTER 50 YEARS in the insurance business, Curtis W. Pierce has retired from 
the presidency of the Factory Insurance Association. Under his direction 
the former three associations were consolidated into the present national 
group. To succeed him, Frank D. Ross, the association’s v.p., has been 
selected. 


THE HAIR WAR—the war against women getting their 
hair in machinery, that is—was the original reason that 
V. E. Kennedy Co., Milwaukee, was established. Started 
during W.W. II, the company has mushroomed from 
scalp-saving (still its major concern) to a variety of 
protective garments. A new building was recently com- 
pleted to house its still-growing production needs. 


WHO WON SAFETY HONORS: John A. Roebling’s Sons Co., Trenton, for an 
all-time low frequency during this year’s first quarter ... The gypsum indus- 
try—through intensive safety campaigning of The Gypsum Association, Chi- 
cago, frequency has been halved since 1943 . . . Hughes Tool Co., Houston, 
which set the pace in the Steel Founders’ Society’s annual safety campaign 
with its third successive accident-free year ... Firestone Tire & Rubber Co., 
Akron, for its fifth NSC Award of Honor in six years. Missing only in 1949, 
Firestone is the first rubber company to win the quintuple award. 


UP TO $25000 in award money can be won by a Fisher 
Body Division (GMC) employee through participation 
in the company’s suggestion plan. Thoughtful Fisher 
workers, 2372 of them, picked up $135,384 last year in 
awards. These represented ideas used out of more than 
12,000 that were submitted. Average award was $57. 


SNOODS FOR BEARDS may make their appearance on the safety market if 
other plants have a problem like that of Hercules Steel Products Co., 
Galion, Ohio. Neighboring Crestline celebrates its centennial this month. 
The festivities include a beard-growing contest, and Hercules safety direc- 
tor J. W. Bradfield is afraid that one of the contestants may get wrapped 
up in a drill press or ignited by welding sparks. 


AN ABSOLUTE FILTER, first used by AEC to trap tiny 
radioactive particles, will be the product of a new com- 
pany—the Cambridge Corporation. Jointly owned by 
Carrier Corp. and Arthur D. Little, Inc., the new Syra- 
cuse manufacturer will make the filter for use where 
completely dust-free atmospheres are needed. Asbestos 
fibers are the filtering medium, claimed to pass only a 
single dust particle per cubic inch—conventional air 
cleaners pass as many as 3,000. 
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NEW CESCO DUAL SKULL AND EYE PROTECTORS 


Now... CESCO offers Dual Protectors ... Fiberglas Hats with any type CEsco Helmet 
or No. 542 Goggies. Each is a completely adjustable unit ... as easy to put on as the 
hat alone. No need to change headgear. 


FIBERGLAS HAT Light and cool... safer than stainless steel. Waterproof .. . for 
all-weather wear. One size for all workers. Headband and hammock drawstring quickly 
adjustable for perfect fit. They’re as comfortable as an old felt hat. 
CESCO makes a complete line of industrial protective equipment in addition to 
Hat-n-Shield and Hat-n-Gegs Dual Protectors. For full information on Dual 


Protectors or other equipment. see your CESCO distributor . . . or write us for 
literature ... today. 


CHICAGO EYE SHIELD COMPANY + 2308 Warren Blvd., Chicago 12, Illinois 


OFFICES IN: Atlanta, Birmingham, Boston, Buffalo, Cincinnati, Cleveland, Columbus, Detroit, East Orange, 
Houston, Los Angeles, Montreal, Philadeiphic, Pittsburgh, Seattle, St. Lovis, St. Pevl, Toledo, Tube 


Circle No. 12 on reader service card for more information 
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Horn Tread-Sure preduces a heavy 
long-wearing anti-skid surface on wood, 
concrete or steel. Tread-Sure is an 


abrasive filled brush-coating, simple 


otscemneenoreas 


SS 


and inexpensive to apply on any 


size area. 


Tread-Sure is resistant to gasoline, 
alcohol, oil, grease, detergents, 
industrial waste and many types of 
acids. Tread-Sure provides a non-skid 
safety footing, giving the worker 
confidence and security by reducing 


accident hazards. 


Tread-Sure maintains traction and 
resiliency and is comfortable to stand on. 
Designed for exterior as well as interior 
use, it may be brush applied over 


other paint or direct to unpainted surfaces. 


: ith 
Ikways Slip-proof wi | : : | 
Keep all Wa ¥ l sed as it comes from conteines. 


Three non-glare colors—Battleship 


Grey, Red, Green. 








Uses for Tread-Sure Used in 





The Non-Slip PO a a a\ Steps and stair treads Industrial 


ste 


Abrasive Floor-Coating 


Aisles—walkways Plants, 
Ramps—gangplanks Food, 

Grease racks—work benches Milk, 

Running boards Meat Plants, 
Washrooms—showers Hotels, 
Elevator floors—landings Hospitals, 
Machinery platforms Schools, 

Scale platforms Railroads, 

Foot pedals Utilities, 
Decks—hatch covers Service Stations 








SUBSIDIARY OF SUN CHEMICAL CORPORATION 


GENTLEMEN: 


* x 
A HORN PA Please send complete data on TREAD-SURE 
. . COM NY, INC. 


MANUFACTURERS OF MATERIALS FOR BUILDING MAINTENANCE AND CONSTRUCTION 
JOTH STREET & 44TH AVENUE, LONG ISLAND CITY 1, 8. Y 
LOS ANGELES + SAN FRANCISCO + HOUSTON + CHICAGO + TORONTO 


: 





COMPANY 
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when the welder must wear ‘all Har ar 





Consists of choice of cesco Helmets A combination of Model 542 cEsco 
and Fiberglas Hat. Rustproof, adjustable, Speed-Shift Goggles and Fiberglas Hat. 
easy-tilt mechanism holds shield in any posi- Ball-and-socket mechanism for quick flipping 
tion. Spring clip connectors permit fast, easy of goggles onto hat or into position. Goggles 
detachment of shield from hat which can can be flipped to top of hat when wearer 
be worn separately. does other work. 


NEW CESCO DUAL SKULL AND EYE PROTECTORS 


Now ...CESCO offers Dual Protectors... Fiberglas Hats with any type CESCO Helmet 
or No. 542 Goggles. Each is a completely adjustable unit... as easy to put on as the 
hat alone. No need to change headgear. 


FIBERGLAS HAT Light and cool... safer than stainless steel. Waterproof ... for 
all-weather wear. One size for all workers. Headband and hammock drawstring quickly 
adjustable for perfect fit. They’re as comfortable as an old felt hat. 


CESCO makes a complete line of industrial protective equipment in addition to 
Hat-n-Shield and Hat-n-Gogs Dual Protectors. For full information on Dual 


Protectors or other equipment see your CESCO distributor . . . or write us for 
literature ... today. 


CHICAGO EYE SHIELD COMPANY * 2308 Warren Blvd., Chicago 12 


, Illinois 





OFFICES IN: Atlanta, Birmingham, Boston, Buffalo, Cincinnati, Cleveland, Columbus, Detroit, East Orange, 
Houston, Los Angeles, Montreal, Philadelphia, Pittsburgh, Seattle, St. Louis, St. Paul, Toledo, Tulsa 


Circle No. 12 on reader service card for more information. 
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Horn Tread-Sure preduces a heavy 
long-wearing anti-skid surface on wood, 
concrete or steel. Tread-Sure is an 
abrasive filled brush-coating, simple 
and inexpensive to apply on any 


size area. 


Tread-Sure is resistant to gasoline, 
alcohol, oil, grease, detergents, 
industrial waste and many types of 
acids. Tr 1d-Sure provides a non-skid 
safety footing, giving the worker 
confidence and security by reducing 


accident hazards. 


Tread-Sure maintains traction and 
resiliency and is comfortable to stand on. 
Designed for exterior as well as interior 
use, it may be brush applied over 


other paint or direct to unpainted surfaces. 


Keep all Walkways Slip-proof with 


- - - @ 
Used as it comes from container. 
Three non-glare colors—Battleship 


Grey, Red, Green. 











"ALC. HORN COMPANY, INC. 








Decks—hatch covers 


Uses for Tread-Sure Used in 
The Non-Slip Steps and stair treads Industrial 
. . ing Aisles—walkways Plants, 
Abrasive Floor Coats Ramps—gangplanks Food, 
Grease racks—work benches Milk, 
Running boards Meat Plants, 
Washrooms—showers Hotels, 
Elevator floors—landings Hospitals, 
Machinery platforms Schools, 
Scale platforms Railroads, 
Foot pedals Utilities, 


Service Stations 


SUBSIDIARY OF SUN CHEMICAL CORPORATION 


GENTLEMEN: 


~~ 
& ~eee8eeeeeese@ = @eeeeesde 


OH-51 


Please send complete data on TREAD-SURE. 
p 











MANUFACTURERS OF MATERIALS FOR BUILDING MAINTENANCE AND CONSTRUCTION NAME TITLE 
10TH STREET & 447H AVENUE, LONG ISLAND CITY 1, N.Y. 

COMPANY 

|, LOS ANGELES + SAN FRANCISCO « HOUSTON + CHICAGO + TORONTO 

i : : ADDRESS 

: # : 

ke : ons CITY STATE 





Circle No. 13 on reader service 
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NOW AVAILABLE 


direct from one of America’s leading producers 





of industrial lenses 





TRADE MARK 


INDUSTRIAL LENSES 


A COMPLETE LINE OF SUPERIOR QUALITY 
WELDING, COVER AND SAFETY LENSES 





The name is new but these lense. have been known for more than 
@ quarter of a century under other tabels as representing the 
highest quality of protection and eye comfort available anywhere. 
You can save money now by ordering them direct from us 
under the name PENOPTIC.* Nou just cannot buy better 


lenses at any price. Writs wire or telephone your order to 


PENNSYLVANIA OPTICAL COMPANY ; reapine, Pa. 
Known for Fine Ophthalmic Products Since 1886 


*Penoptic is the trade name of P. lvania Optical C 





y 
Circle No. 14 on reader ™ «ce card for more information. 
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is your 
maintenance 
man wearing 


BLINDERS? 


Some of our best friends are building superintendents. 
We wouldn’t criticize them for the world. 
Yet sometimes we encounter an honest and sincere maintenance 
man who—through a misguided sense of economy—vetoes a safety 
floor program. This lays you wide open to trouble. 














SAFETY TROUBLE: Accidents on the slippery service is free—it goes with your purchase of Legge 
floors of your building make you liable to claims for materials. 

heavy damages. The end ‘result is wrangling with 
lawyers, ill will and a time-consuming nuisance. The 
Legge System of Safety Floor Maintenance does away 
with needless hazards. The Legge System keeps your 
floors both brightly polished and slip-resistant. The 
anti-slip qualities of Legge Safety floor cleaners and 


We’re not asking that you “pull rank” on your. 
maintenance man. But you'd be wise to suggest tact- 
fully that he get in touch with Legge without delay. 
As a first step, clip the coupon to your letterhead and 
mail today for a free copy of a revealing booklet on 
scientific floor care. There’s no obligation—so why 

























polishes have been certified by repeated Underwriters’ 


not do it now? WALTER G. LEGGE ComPaNyY, INC., 
Laboratories tests. 


New York 17, N. Y. Branch offices in principal 
EXPENSE TROUBLE: Have you ever studied the cities. In Toronto—J. W. Turner Co. 

methods of your cleaning crews? First they wax— 
then they strip—then they re-wax. An endless cycle 
accounting for 75 per cent of your maintenance costs 
frittered away in unnecessary labor. Also, your floors 
wear out long before their time. 


Legge Safety Engineers instruct your crews in the 
proper reconditioning of your floors. Then they lay 
out a program of light upkeep that saves vou labor, 
material and unjustified expense. Incidentally, this 


sascosnsoe™™ . inc. 
ro sa York 17, N.Y. 


igati 
e a free, no-oblige 


° 
' walte 
101 Park Avex 
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of Safety Floor 


Maintenance 
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8 flooring 
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See us at the Midwest Safety Show, Congress Hotel, Chicago—June 6-8. Copyright 1951 


Circle No. 15 on reader service card for more information. 
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Stock No. 1611 


The sports-type moccasin oxford with a rugged, notched top-seam has become a big favorite with men in industry in 
the short time since we introduced it. Now we add a sleek new, flat-seamed moccasin style that’s handsome as any 
business-dress shoe a man can wear. You’ll find it hard to believe it’s a safety shoe. But it carries the same reliable 
Lehigh Lockrim* steel toe box as the toughest work shoe in our line. Order a sample pair for display. There isn’t a man 


in your plant who won’t buy them in place of an ordinary dress moccasin! 


KE: 3 Monthly Poster 


Service, A fresh poster 
every month helps sell 
foot safety in your plant. 
Posters are 12” x 18”; 
carry no advertising. 
Write today for quan- 
tity you need starting 
with this June poster. 


% T. M. REG, 





Circle No. 16 on reader service card for more information. 
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Stock No. 1618 
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You're In For Trouble 


What kind? Take another look at the front cover 


WHILE OTHER MEN PLAN 
for more relaxing you 
have to batten down 
for harder work. That, 
briefly, is the implica- 
tion of the chart on this 
month’s cover. Lazy 
summer days mean pic- 
nics and swimming and 
baseball games to most fellows: but not to the in- 
dustrial safety director. For swimming weather is 
accident weather, according to a five year govern- 
ment monthly accident-frequency study. 

The third quarter of the year is industry’s most 
dangerous season and August is the top accident- 
frequency month. Why? Some of the summer 
frequency upswing can be traced to seasonal in- 
dustries—like canning and beverage bottling— 
which roar into high gear for these months, but the 
largest part is caused by: 

e Fatigue due to heat. Increased outdoors activi- 
ties bring tired workers to the job, inadequate com- 
fort controls sap their vitality on the job. 

e Inefficient and inexperienced labor. The 
school-boy brigade charges into plants for summer 
vacation, and regular work forces are spread thin 
temporarily to fill vacation gaps. 

e Carelessness due to outside interests. While an 
operator’s mind is wading a trout stream, his hands 
are liable to stray into danger zones. These are the 
big three of summer accident causes. 


THERE'S MORE DANGER HERE 





1 WME WAY AUG SPP OCH NOW ORC 


Don’t miss these special-help articles: 


This month: 

e Six methods for removing accident causes com- 
mon to summer work—starting on page 18. 

e Water, water everywhere—but are you using it 
correctly to reduce warm-weather fatigue and heat 
prostration? You’ll get facts on its importance in 
the article starting on page 21. 

e Sunburn, athlete’s foot and other typically sum- 
mer ailments call for preventive planning now. 
Page 24 tells you what to do. 

Next month: 

More articles covering other phases of summer 

accident-prevention. 
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Warm-Weather Checklist 


Consider these factors and ask yourself these 
questions to keep the August hump out of your 
frequency records. 


Ventilation—Move stale air out of work areas 

1. Do you have enough fans to keep plant air 
circulating? 

2. Are local exhaust systems in good condition? 

3. Are special ventilating methods provided for 
hot areas? 

4. Do ventilators prevent dangerous glare from 
entering? 


Clothing—You don’t wear flannel longies in July 
1. Are lightweight protective clothing items furn- 
ished? 
2. Are ventilated, comfortable eye and footwear 
furnished? 


Sanitation—Dermatitis and athlete’s foot are sum- 
mer scourges 
1. Are lavatory and shower facilities adequate? 
2. Are safe soaps and athlete’s foot preventives 
provided? 


Nutrition—Balanced diets are fatigue fighters 
1. Do lunch rooms serve tempting summer dishes? 
2. Is an adequate supply of pure drinking water 
available? 
3. Are salt tablet dispensers hung at each water 
fountain? 


Education—Step it up to offset seasonal lag 
1. Do training sessions continue through the sum- : 
mer? 
2. Are safety posters and bulletins seasonally ap- 
propriate? 
3. Do supervisors maintain frequent personal 
safety contacts? 
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THERE'S MORE DANGER HERE 





1 Light In—Glare and Heat Out 


WHAT’S DIFFERENT ABOUT this shop? The 
windows. They are special heat-and-glare reduc- 
ing glass which cuts out three times as much of the 
sun’s heat as does ordinary window glass. This glass 
wall at Richmond (Virginia) Auto Parts, Inc., al- 
lows workers to get plenty of sunlight without per- 
mitting the room to heat up like a fishbowl. 
Another important safety factor is the glare-reduc- 
ing character of the material. The frosted panes 
distribute soft, diffused daylight throughout the 
work area: operators can even work facing the 
huge blue-green windows. No discomfort from 
direct or reflected glare is felt. Result: a cooler 
plant, restful lighting and no overload on regular 
ventilating systems. 

Circle No. 201 on reader service card for more information. 


Beverage Break Renews Pep 


A TEN-MINUTE BREAK for a soft drink or 
candy bar can go a long way towards preventing 
accidents, especially in warm weather. These wom- 
en workers are relaxing in the air-conditioned 
cafeteria of Eli Lilly & Company, Indianapolis. To 
them the break may be just a management-spon- 
sored period for socializing, but to safety director 
G. R. Cummings and medical director Dr. J. D. 
Peirce it is a positive step towards accident reduc- 
tion. Both the brief time away from the job and 
the soft drink help workers renew their energy in 
the middle of a shift (see Why The Peak Hours?, 
O.H., May ’51). All production and office workers 
get two 10-minute rest periods during each day. 
60 vending machines are spotted about the plant. 
Circle No. 202 on reader service card for more information. 


Cooling With Heating Units 


HEATING UNITS DO DOUBLE duty at E. C. Atkins 
& Company, Indianapolis. Operating as blowers 
during the summer, 26 of them, arranged in a 
staggered, three-row pattern, provide ventilation 
for the 160,000 square-foot plant. The building’s 
construction was used to help their cooling effect: 
the sawtooth roof has skylights at 44-foot intervals. 
These large window areas face north, avoiding the 
sun’s glare and allowing the blowers to get stale air 
out of the plant. Each blower unit contains three 
squirrel-cage fans, one for each of three diffusers. 
The rated fan capacity of each blower is 7440 cfm. 
Safety director Frank R. Andrews gives a big share 
of the credit for low accident rates to the ventilation 
system, which keeps the plant comfortable. 
Circle No. 203 on reader service card for more information. 
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Td Beat The Heat 


Switch to Summer Diet 


DIET REQUIREMENTS CHANGE during warm 
weather. It is true that lower food intake is bene- 
ficial, but that doesn’t mean to forget a balanced 
diet. Ford Motor Company, Dearborn, sees to it 
that workers can get plenty to eat of good warm 
weather fare. Plant cafeterias feature a variety of 
salads and fruits. The lunch wagons, carrying heap- 
ing supplies of ice, stock up heavily on summertime 
specials—iced coffee, soft drinks and similar re- 
freshments. The wagons are drawn in trains by 
tractors from food preparation centers and are drop- 
ped off where they can be reached conveniently by 
workers who are scattered over extensive plant 
areas. Both wagons and cafeterias offer plenty of 
nutrients with heavy foods. 


5 Exhausts Prevent Exhaustion 


WOMEN WORKERS AT Real Silk Hosiery Mills, 
Inc., Indianapolis, would leave work feeling as limp 
as the stockings they make if it weren’t for the 
effective local exhaust system which carries heat 
and humidity away from production areas. The 
finish boarding department, pictured here, is an 
example: damp stockings are placed on heated 
metal forms for final shaping. You can see from 
the photo that no steam remains. The dye house 
and pre-boarding departments are other places at 
Real Silk where local exhausting keeps humidity 
down to comfortable levels. Twice a day, the 
refreshment cart visits each department. It brings 
ice-cream and iced tea, served free by the company 
to all production workers, 





Roll Down The Temperature 

WINDOW SHADES IN A manufacturing plant? 
That’s right, but they are not the same as those that 
help keep summer heat out of your living room. 
These large shades at Elmer E. Miller Corporation, 
Chicago, tone down the glare of summer sunshine 
in the plant’s work areas and are used in offices, too. 
They are made of wood fabric, available in a variety 
of colors to blend with different painting schemes. 
The shades are made to fit windows up to 12’9” 
| 
} 








wide: larger windows, like these, are covered with 
a series of shades, fitted with center supports to 
prevent sagging. Housekeeping problems have been 
simplified with the shade since its solid wood fabric 
surface doesn’t collect dirt, is easy to clean. The 
roller mechanism is completely covered. 

Circle No. 204 on reader service card for more information. 
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New Electronically Controlled SAFETY and BARRIER GATE GUARD 


The New 







ELECTRONIC 
SAFETY GUARD 


gives you 





brings benefits to both management and workers 


#3 
YOU can increase your plant power press production 
immediately with installation of the Hoffman Safety 
and Barrier Gate Guard. It gives the operator greater 
assurance, eliminates fatigue and accident time-loss. 
It gives you higher production per man hour. 

The Hoffman Guard is an electronically controlled 
guard consisting of four major parts—Light Source 
and Photo Cell Assembly—Amplifier—Magnetic 
Treadle Control—Non-Repeat Micro «Switch. The 
Barrier Gate Guard is an auxiliary unit and is used as 
a double safety precaution. 

The Light Source and Photo Cell Assembly are 
positioned between the operator and power press 
providing a light beam between the operator and 
“Die Sets.” Interruption of this beam renders the 
press inoperative. When the operator completely 
removes arms and hands from light beam a depression 


on the foot treadle motivates Magnetic Treadle Con- 
trol and the ram operates. One stroke operation is 
assured by the non-repeat Micro Switch. However, 
continuous stroke operation is possible with the By- 
Pass Switch, when desirable. Double protection is 
provided when Barrier Gate is used. If brake adjust- 
ment is incorrect Barrier Gate will fall when operator 
breaks light beam, completely enclosing ‘‘Die Set” 
area. 

Failure of any of the electronic parts of the Guard 
renders press inoperative. 

The Electronically Controlled Guard is designed 
for No. 5 presses or smaller. Guards for larger presses 
can be especially designed and engineered. 

There is no engineering skill required to install or operate this 


Electronic Guard, but this Guard should not be purchased unless 
the buyer is ready and able to service it properly. 


HOFFMAN ENGINEERING CORPORATION 
Department 3-6 ® Anoka, Minnesota 


: 1 
¢ j 1 
HOFFMAN ENGINEERING } 
j : Please send free complete details about the Hoffman Electronic Safety Guard. ! 
CORPORATION wie 
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ANOKA, MINNESOTA Firm en 
“Electronic Controls for Industry | *4%"*** - 
4 City. State 
a EERE Eee scseinieeiian aieaaiiieatad manned 


Circle No. 17 on reader service card for more information. 
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Facts You Should Know About Water 


PROBABLY NO SINGLE CAUSE WILL knock down a man 
working in hot areas as surely as the lack of suitable 
drinking water. Why? Well, about 70% of your body 
weight is water. Roughly 18 glassfuls are lost each day 
through breathing, perspiration and kidney function: 
this amount is increased by heavy work or high tempera- 
tures. Of this normal loss, 11 glassfuls are replaced by 
meals. The remainder must be taken in between meals 
to keep the body operating correctly. 

Tests—and plant experience—shows what happens 
when water and body salt lost through perspiration are 
not replaced: inability to concentrate, nervousness, 
headaches, and digestive disturbances are common 
symptoms. Like a car radiator that heats up when the 
water level is low, the body becomes feverish. Heat 
cramps and prostration are the results of failure to re- 
place water and salt losses. The hot- 
ter the work place and the greater 
the exertion, the quicker and more 
severe will be these results. That’s 
why plentiful drinking water and 
salt tablets are especially important 
during the warm months. Says a 
leading hygienist: “One of the most 
frequent dietetic faults is neglect to 
take enough water into the system.” 





4 It isn’t enough to provide just water. Unless it 
is the right kind of water—and that means pure 
and cool—you are asking for trouble. Impure 
drinking water can carry dysentery, typhoid and 
diarrhea: dysentery and diarrhea are preva- 
lent in the summer because of this. Even ice- 
water is not germ free when the ice is in contact 
with the water. 

Warm water, furnished by the bucket-and- 
dipper method, is not only unsanitary, but is 
warm and unpalatable. Tepid water is far from 
satisfying and often causes nausea. If it is too 
cold, water can cause cramps. The best temper- 
ature for drinking water, say the experts, is 
within 5 degrees of 50 deg. F. 
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© Why it is vital to workers’ health 


® How much your plant needs 


® What kind of units provide it 


® How many of them are enough 


Not only must the drinking water be sanitary and 
cool, but—most important—it must be accessible to all 
workers. You can’t call a man down for loafing if he 
has to walk out to right field for a drink. 


Different plant areas call for different types of water 
coolers. Here are the kinds you'll want to consider for 
various locations: 

© Bubbler type fountains are the most commonly used 
of the pressure coolers. They are adaptable to any loca- 
tion where city water and drain connections are avail- 
able. The bubbler throws an arching stream of water 
which permits drinking without the mouth touching the 
unit. Paper cups may also be filled from the stream, and 
many plants provide them to facilitate workers taking 
salt tablets. A goose-neck glass filler may be added to 
the fountain for use in lunch rooms. Either foot or hand 
controls may be used: often, foot-pedal operation is 
desirable for fountains to be located in work areas, as it 
avoids possible contact between 
dirty hands and the water source. 
Be sure to specify “explosion-proof”’ 
for coolers that are to be placed 
where the atmosphere contains flam- 
mable or explosive vapors. These 
units are specially constructed and 
sealed. 

© Remote outlets can be attached 


Continued on page 50 
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MOTOR SWEEPER 
SAVED $82,500 





IN 10 YEARS 
Machine 
COL a ee $ 7,509 Cost --- 
Wee pi aiscsseeoece ce $15,000 ,Upkeep 
LOuvrstotel! ...2..2.2 $22,500 3 Yr. 
» Manual 
3-man crew (at $3,500 4-man < 
~ per year each) ........ $105,000 per yea 
$105,000 less $22,500 $42,006 


equals a savings of $82,500, equals | 


These examples show how 
housekeeping puts 


U. S. Rubber Co.’s 


Circle No. 205 on reader service card for more information. 


Cleaning Cost — Ke | 





HERE IS A NEW HIGH IN industrial 
PLANT housekeeping efficiency: the De- 
HOUSEKEEPING troit plant of U. S. Rubber Com- 


pany has pared its cleaning and sanitation costs to about 
$2 per 1,000 square feet per week. And this doesn’t re- 
flect lower housekeeping standards. On the contrary, 
the 3,776,187 square feet of floor space, thanks to modern 
methods and equipment, is as spic-and-span as any 
plant of its kind that we have seen, 

You can see an important phase of the economy in 
the examples pictured above. Three years ago, cleaning 
work required a force of 165. Through improved meth- 
ods, a fleet of 23 machine-cleaners and sharpened up 
work assignment, that staff has been cut to 113—and 
the job is done better than before. 

Depending on the type of work being done in an 
area, it may have to be swept as often as three times 
in 24 hours. Others once or twice daily. Mechanical 
sweepers take care of this in open areas and aisles. 


fi Here Are Methods For Each Job 


INSECTICIDE SPRAY gets rid of roaches—common pests Sanitation is a rather ambiguous title for the numer- 
ous chores connected with keeping work areas safe, 
produces a fog spray that keeps lockers, washrooms and sanitary, tidy and clean. The starting point, says G. L. 
other erecs fenect-free. Doty, superintendent of plant sanitation, is the wash, 
Circle No. 207 on reader service card for more information. toilet and locker rooms. That’s where the worker begins 





in a rubber plant—and other insects. Small compressor 
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SAVED $37,000 




















IN 3 YEARS 

Machine 

7,500 COSt -----------02eceeeeeeeeeees $2,000 
15,000 ,UPKEEP ----------------------0 $3,000 
22,500 Bi, MOC es cc 22-. asc $5,000 
Manual 

4-man crew (at $3,500 

15,000 per year each) .......... $42,000 


$42,000 less $5,000 
2,500, equals a savings of $37,000 


how how mechanized 
ing puts money in 


ber Co.’s pocket 


Circle No. 206 on reader service card for more information. 






























Ke Per Square Foot 


and ends his day and, says Doty, “our working habits 
are greatly influenced by an atmosphere of cheerful 
cleanliness which we should expect to find in these 
much-used areas.” All wash rooms are equipped with 
powdered-soap dispensers and showers have pads for 
athlete’s foot control. Each women’s washroom is under 
the supervision of a matron who is responsible for its 
cleanliness. Trisodium phosphate is the main cleaning 
agent used. Weekly treatment with an acid cleaner eli- 
minates calcium deposits and offensive odors on toilets 
and urinals. A special, granulated cleanser is used to 
remove odors and scale from hard-to-reach drains. 

Locker rooms and toilets get a sweeping and mop- 
ping twice each day (the mop water is treated with 
coal-tar disinfectant), and wash basins are cleaned after 
every shift-change. 


A Lot Depends On Diplomacy 


Since the sanitation department has as many bosses 
as there are supervisors in the plant, its program de- 
pends heavily on their cooperation and willingness to eal 

keep a close watch on housekeeping. Each department EG ges ye 5 
head helps the overall sanitation effort by keeping 
aisles an storage areas orderly and encouraging the VERSATILE VACUUM clamps on 55-gallon drum with 
use of waste receptacles. Emphasis is placed on keeping 
Continued on page 52 


4-wheel dolly. It cleans everything from floors to accou- 
stical tile ceilings. To empty it, operator needs only to 
push it over to a drain and open the valve. 

Circle No. 208 on reader service card for more information. 
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Warm - Weather Worries 


Are you prepared to cope with these summer problems? 


HAZARD 


PREVENTION 


THERE'S MORE DANGER HERE 





FIRST-AID 





Dermatitis 


Keep exposed body areas covered 
to prevent contact with irritants. 
Protective creams are helpful if 
clothing is cumbersome. Enforce 
personal hygiene regulations: body 
cleanliness is best prevention. 


Treatment is a medical department 
problem and should not be attempt- 
ed except by dispensary personnel. 





Heat Prostration 


Provide adequate water and salt 
tablet supplies. Ventilate work 
areas. Workers should wear light 
shirts, instead: of stripping to the 
waist. 


Reduce body temperature slowly by 
fanning, cold (not iced) normal salt 
solutions, cool cloths. Keep victim 
quiet, head low. Avoid stimulants 
unless doctor authorizes their use. 





Poison Ivy 


Educate workers to recognize poison 
ivy, oak and sumac and to avoid 
contact with the plants. Workers 
should wear long sleeves and gloves 
in areas where they grow. Destroy 
the plants by spraying. 


At first signs of itching wash af- 
fected areas with soap, water and 
alcohol to remove toxin. Boric-acid 
compresses may be used. Wash 
thoroughly or dry-clean affected 
clothing. 





Snake Bite 





Workers in areas where snakes are 
known to exist should wear high 
boots. Educate them to recognize 
poisonous species. In snake-infested 
areas, care should be taken to look 
before stepping, keep hands out of 
fissures, etc. 


Apply tourniquet above fang marks 
(loosen it for 1 minute every 15- 
30 minutes); cut %4” deep between 
marks and use suction syringe pro- 
vided in snake-bite kits to remove 
venom. Avoid exertion. Do not 
administer alcohol. 





Sunburn 





Condition the skin by increasing ex- 
posures to sunlight gradually. Provide 
hats and light-screening creams or lo- 
tions. Once tanned the body devel- 
ops a tolerance to the sun’s rays. 


Minor burns can be coated with a 
bland medicament. Severe burns 
and cases showing systemic illness 
should be referred to the dispensary. 
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Athlete’s Foot 





Personal hygiene and shower room 
sanitation are best ways to keep 
ever-present athlete’s foot fungi in- 
active. Skin tougheners in shower 
rooms help condition the _ skin 
against them. Dry feet well, use 
powder, wear clean socks. 


Treatment of athlete’s foot is a prob- 
lem for the medical department, but 
the worker must be educated to his 
responsibility for preventing recur- 
rences—which are frequent—and the 
spread of the infection to others. 
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More and more businesses, stores, hospitals, schools 
and other public buildings are now using the new anti- 
slip waxes containing Du Pont “‘Ludox’”’ colloidal silica. 
Tiny ‘‘Ludox”’ particles in floor waxes give new safety 
to walking. 

Waxes containing ‘‘Ludox” have extra hardness. And 
waxes properly formulated with ‘“‘Ludox”’ are fully equal 
to regular floor waxes in gloss, water-resistance, freeze- 
resistance and leveling. With all these advantages, you 
can see why waxes containing ‘“Ludox”’ are specified by 
many safety and sanitation engineers. 

There are many different formulations already avail- 
able to meet the specialized needs of institutions, busi- 
ness and industry. New anti-slip floor waxes containing 
**“Ludox” are continually being developed by wax man- 
ufacturers in cooperation with Du Pont research men. 

Make a point of asking your wax supplier to show you 
how his products containing ““Ludox”’ help solve your 
floor-wax problems. 

Grasselli Chemicals Department, E. I. du Pont de 
Nemours & Co. (Inc.), Wilmington, Delaware. 











THE ACTION OF “LUDOX” IN WAXES 


results from the structure of the in- 
dividual colloidal silica particles. 
Each particle is a smooth, minute 
sphere—about one two-millionths of 
an inch in diameter. These spheres 
are clear and give wax films added 
transparency and depth of lustre. 


GIVES WAX MORE HARDNESS 


Each wax particle gains extra hard- 
ness by being covered with many 
smaller, harder ‘““Ludox’’ particles 
distributed throughout the wax film. 
This is shown in the electronphoto- 
micrograph of the surface of a wax 
film, magnified 25,000 times. 


GIVES WAX ANTI-SLIP PROTECTION 


The pressure of a foot 
pushes the harder 
‘““Ludox”’ particles in- 
to the softer wax par- 
ticles. The snubbing - ro 

action which results makes the wax slip-resistant. 














POD LY YOK 


REG. U.S. PAT. OFF. 


REG. U. S. PAT. OFF. 


COLLOIDAL SILICA 


BETTER THINGS FOR BETTER LIVING 


« « « THROUGH CHEMISTRY 


Circle No. 18 on reader service card for more information. 
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COMPLETE 
Civ Defense 
INSTRUMENTATION 


Tracerlab has available 
Civil Defense instruments 
for high, medium, and 
low level contamination 
surveys and for food and 
water monitoring. This 
equipment includes the 


only instrument which 





has been approved by 


saa the Federal Civil Defense 


Administration, as well 










as a special pocket sized 
survey meter. Complete 
information on all Civil 
Defense requirements is 
contained in a new pam- 
phlet entitled “How 

SU-6 Safe." For a free copy of 
POCKET RADIAC this booklet write for 


bulletin OH-CD. 






SU-5A 
ALPHA-BETA-GAMMA 
SURVEY METER 


,’ a | 
—> 
Tracerlah 


INC. 
130 HIGH STREET, BOSTON, MASS. 
Sales Offices: 

Berkeley, Cal. Chicago, Ill. 
Washington, D. C. 





New York, N. Y. 


Circle No. 19 on reader service card. 
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BALANCE WEIGHTS suspended by cable from pulleys (arrow) make it easy to push 
this 180 sq. ft. hood up when not in use. It has... 








OUC7 TOFAN 









































GALANCE 
WEIC HT 











SPRAY GOOTH 














THREE STACKS with slip-joints so that no fumes escape between hood and 
main duct. Spray booth, for small parts, hooks in too. 


FUME-EXHAUSTING SYSTEMS FOR paint spraying on 


Retractable Spray Hood 
large work are usually so big that they get in the way 


PLANT 
HOUSEKEEPING of other operations. Cook Electric Co., Chicago, 


has gotten around this problem by designing and building a big (18 by 10 
feet) hood that moves up out of the way when not in use. Work is placed 
on tables or horses, and the hood is dropped into position for spraying. A 
balance-weight and pulley set-up permits the unit to be placed at the 
correct height. Sleeve slip-joints in the three stacks which lead to the 
main exhaust duct give fume-tight passage for exhausted air. A spray 
booth, for small work, has been placed next to the large hood and hooked 
into the same duct. The paint house is of brick construction. A penthouse 
on its roof contains the fan. Explosion-proof lights are rigged on the hood 
frame with plenty of slack in the cables, so that direct light is always 
handy. 
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STONEHOUSE SIGNS 


For Accident Prevention 





TODAY, greater efficiency per worker is 
one of industry’s most urgent production 
requirements. 


Costs and prices are of vital importance 
in a market where competition becomes 
more and more keen. 


You'll find the use of Stonehouse “Efficien- 
cy” signs most helpful in creating greater 
efficiency and improved employe morale. 





STONEHOUSE STEEL SIGNS 


For Accident Prevention 





Manat =| HELPUS MAKE THIS | 
__| sear NO ACCIDENTS | 


STONEHOUSE COMPLETE CALALOG NO. 9...64 pages, in 
full color, shows hundreds of different stock-worded signs 
covering every conceivable hazard. It’s free on request! 


Vee SIGNS, inc. MANUFACTURERS « Stonehouse Bldg., 9th at Larimer 


"Signs Since 1863” Denver 4, Colorado 











a oe ee y) 
NOTICE) N fale eras ¢ : (DANGER) OF aoe SEE ac ere, ; a = 
ANOS te: « Se P > 4 ce D 


ACCIDENT PREVENTION 0ZGGE SIGNS IN STANDARD COLORS AND DESIGNS 





Circle No. 20 on reader service card for more information. 
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ANEW 


i 
pLow-Priced.] 
iLons-Wearing 


— 
‘MATTING 





TRAFFIC-TRED 


Ideal behind counters, in kitchens, 
laundries and particularly where there 
are wet floor conditions. Ridged bot- 
tom affords aeration and drainage. 
New cross-ribbed squeegee design on 
the top side. Good scrapeage quali- 
ties. Made from cotton cord and 
rubber compounds. Standard semi- 
closed (open on ends only) slot con- 
struction. 7/16” thick. Three widths: 
24", 36” and 48” with sections 24” 
x 12, 36” x 18” and 48” x 12” (two 
24” sections) available in rolls. 


Consult your telephone directory for 
American Mat office or write. us 
direct. 


Wanted: Distributors and direct fac- 
tory representatives. 


CORPORATION 
1751 Adams Street, Toledo 2, Ohio 


( ) Please send me prices on Traf- 
fic-Tred Matting. 

Please send information on ( ) 
Ameriflex Flexible Wood Link Mat- 
ting; (  ) Tuf-Tred Superior Grade 
Corded Rubber Fabric Link Matting; 
( ) Ezy-Rug Colored Rubber Lin’: 
Matting; ( )  Tile-Too  Sponse 
Matting; ( ) American Counter- 
' Tred Matting; ( ) Do-All All-Pur- 
pose Rubber and Cord Matting; 
( ) Vinyl Plastic Link Matting. 


Name . ; pasuaeddanite 


POTD, «sicincicieccandacctee Sansa sinincuo us conaunmnninaiieeogeeae 








IN CANADA 
Offices: American Mat Corporation, Ltd., 
Canada Trust Building, Windsor, Ontario 
Factory: West Lorne, Ontario 


Circle No. 21 on reader service card. 
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Right Off The Docket 





Injured While 
Awaiting Assignment 


THE EMPLOYER HAD THREE em- 
ployees with whom an arrangement 
was made for them to work togeth- 
er: one of them to be in charge of 
parcelling out the work equally so 
that one would not be called upon to 
do more than his share of the work. 
This arrangement was to be in force, 
unless the manager called on one of 
the employees to do one specific job. 

A police car was brought in for 
repairs some two or three days prior 
to the accident and turned over to 
the employee in charge with instruc- 
tions to weld the holes in the body 
where the radio aerial had been in- 
stalled and had at that time been 
removed; and to have the police 
signs removed from the doors. 

This work was assigned to one of 
the employees named Game who 
was engaged in this operation at the 
time claimant was injured. 

On the day in question, claimant 
having no work assigned to him by 
his employer, had been idle. He was 
seated in the front seat of the car 
on which Game was working, when 
he took a tear gas bomb from the 
glove compartment. Not knowing 
what the object was, he pulled the 
cottervin, thereby releasing the con- 
tents of the bomb. He threw it to 
the floor. It exploded, and the tear 
gas injured claimant’s eyes and im- 
paired his sight. 

Case falls within that class of 
cases where one awaiting a work 
assignment during work hours at 
his place of employment, tampers 
with a strange object which is pres- 
ent by reason of the nature of the 
employer’s business, and the em- 
ployee becomes injured. 

An injury may be regarded as 
arising out of the employment if it 
resulted from a danger to which the 
workman was exposed by reason of 
being engaged in the performance 
of his duties, although such risk or 
denzger was not inherent in—and not 
necessarily essential to—the activi- 
ties of the employment. 

It is apparent that without the em- 
ployment, the injury would not 
have occurred, as it arose from a 
danger which was part of the work- 
ing environment and not common to 
the neighborhood. In workmen’s 
compensation cases, negligence and 
contributory negligence are of no 


consequence. Jordan was undoubt- 
edly on the job at the time of the 
accident in the sense that it was 
during his working hours and at a 
time when his employer could com- 
mand his services. This is true even 
though he had no duties in or around 
the police car at the time of the in- 
jury, and his handling of the tear- 
gas bomb was merely to pass time. 
Claim allowed. 

Jordan vs. Dixie Chevrolet, Supreme 
Court of South Carolina. (61SE, 
655). 


Double Compensation 
For Silicosis 


VERNON WAS SUFFERING from sili- 
cosis in its second stage, contracted 
while working at the Pocohantas 
Corporation. The disease was con- 
tracted before the employer sub- 
scribed under the then-separate sili- 
cosis feature of the Workmen’s 
Compensation Act. 

He had been employed since 1923 
and continued with the company, 
working regularly until May 27th, 
1947, except for short periods of ab- 
sence due to sickness. The nature 
of his work was largely of a super- 
visory character in the opening and 
operating of coal mines. Much of 
his work consisted of drilling 
through sandstone and slate and he 
was in the presence of large amounts 
of dust. 

The employer, on October 6th, 
1940, after considerable negotiations, 
entered into a compromise settle- 
ment with claimant and paid him 
the sum of $1,000, the amount fixed 
by Statute in effect at that time for 
silicosis in the second stage. The 
employee released all claims for 
losses, injuries and damages grow- 
ing out of personal injuries or occu- 
pational diseases received upon any 
premises or property of his employer 
and wholly released any claim aris- 
ing therefrom. 

On June 15th, 1943, subsequent to 
the execution of the release, the 
Pocohantas Corporation elected to 
pay the premiums required by the 
Act. 

An additional award was applied 
for by the employee; and he was 

Continued on page 30 
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‘More Wearing Comfort-- 


| More Willingness to Wear 


: NEW WILLSON “800” Series 





1. Lightweight, molded rubber facepiece—soft, snug-fit- | 
ting comfort. : 
{ 2. Resilient, rolled, feathered edge—tight, effective seal. 
i 3. Flexible, molded chin cup—comfortable and secure. 
4. Adjustable, elastic head and neck bands. 
| 5. Self-adjusting fit over bridge of nose—without reinforce- 
ment. 

6. Improved exhalation valve—located out of the way at 
bottom of respirator. 

7. Dual chemical cartridges—absorb and chemically filter 
gases and vapors in low concentrations. Organic vapor 
cartridges approved by U. S. Bureau of Mines. 

8. Large filtering areas—easy breathing with minimum 
resistance. 


OD 
| Witlson 


® See your WILLSON Distributor 
or write us direct. 





“Established 1870” 


WILLSON PRODUCTS, Inc., 209 Washington St., Reading, Pennsylvania 





For prompt safety service 
CONSULT YOUR... 
AUTHORIZED WILLSON 
DISTRIBUTOR 


ALBUQUERQUE, N. MEX.— 
Hendrie & Bolthoff Co. 


ATLANTA, GA.—Fulton Supply Co. 
BALTIMORE, MD.—Carey Mach. & Sup. Co. 


BIRMINGHAM, ALA.— 
Safety Engrg. & Supply Co. 


BOSTON, MASS.— 
Cutter, Wood & Sanderson Co. 


BUFFALO, N. Y.—American Allsafe Co. 
BUTTE, MONT.—Montana Hardware Co. 
CASPER, WYO.—Casper Supply Co. 
CHARLESTON, S. C.—Cameron & Barkley Co. 
CHARLESTON, W. VA.—Safety First Supply Co. 
CHATTANOOGA, TENN.—C. D. Genter Co. 
CHICAGO, ILL.—Protective Equipment, Inc. 
CINCINNATI, OHIO—The E. A. Kinsey Co. 
CLEVELAND, OHIO—Safety First Supply Co. 
COLUMBUS, OHIO—The E. A. Kinsey Co. 
DALLAS, TEXAS—Engineering Supply Co. 
DAYTON, OHIO—tThe E. A. Kinsey Co. 
DEADWOOD, S. DAK.—Hendrie & Bolthoff Co. 
DENVER, COLO.—Hendrie & Bolthoff Co. 
DETROIT, MICH.—The Chas. A. Strelinger Co. 
EL PASO, TEX.—E. D. Bullard Co. 

GRAND RAPIDS, MICH.—F. Raniville Co. 
GREENSBORO, N. C.—Smith-Courtney Co. 
GREENVILLE, S. C.—Carolina Supply Co. 
HICKORY, N. C.—Smith-Courtney Co. 


HOUSTON, TEXAS— 
Allied Safety Equipment, Inc. 


INDIANAPOLIS, IND.—The E. A. Kinsey Co. 
JACKSONVILLE, FLA.—Cameron & Barkley Co. 
KALAMAZOO, MICH.—Safety Service Inc. 
KANSAS CITY, KANS.—L. R. Stone Supply Co. 
LOS ANGELES, CALIF.—E. D. Bullard Co. 


LOUISVILLE, KY.— 
Neill-LaVielle Supply Co., Inc. 


MEMPHIS, TENN.—J. E. Dilworth Co. 
MILWAUKEE, WIS.—Protective Equipment, Inc, 
MUSKEGON, MICH.—Factory Supply Co. 
NEWBURGH, N. Y.—W. L. Smith Co. 


NEW ORLEANS, LA.— 
Woodward, Wight & Co., Ltd. 


NEW YORK, N. Y.—W. S. Wilson Corp. 


OKLAHOMA CITY, OKLA.— 
Hart Industrial Supply Co. 


OMAHA, NEBR.— 
Interstate Machinery & Supply Co. 


PHILADELPHIA, PA.—Industrial Products Co. 
PITTSBURGH, PA.—Safety First Supply Co. 
PORTLAND, ORE.—]J. E. Haseltine & Co. 
PROVIDENCE, R. I.—James E. Tierney 
RICHMOND, VA.—Smith-Courtney Co. 

ST. LOUIS, MO.—Sligo, Incorporated 

ST. PAUL, MINN.—Farwell, Ozmun, Kirk & Co. 


SALT LAKE CITY, UTAH— 
Industrial Supply Co., Inc. 


SAN FRANCISCO, CALIF.—E. D. Bullard Co. 
SANTA FE, N. MEX.——Hendrie & Bolthoff Co. 
SAVANNAH, GA.—Cameron & Barkley Co. 
SCRANTON, PA.—L. B. Potter Co. 

SEATTLE, WASH.—J. E. Haseltine & Co. 
SPOKANE, WASH.—J. E. Haseltine & Co. 
SPRINGFIELD, MASS.—Charles C. Lewis Co. 
SYRACUSE, N. Y.—Syracuse Supply Co. 
TACOMA, WASH.—1J. E. Haseltine & Co. 
TAMPA, FLA.—Cameron & Barkley Co. 
TOLEDO, OHIO—Safety First Supply Co. 
TROY, N. Y.—The Troy Belting & Supply Co. 
TULSA, OKLA.—Krisman Industrial Supply Co. 
VICKSBURG, MISS.—]. E. Dilworth Co. 


CANADA 

Safety Supply Company—Toronto, Montreal, 
Windsor, Kirkland Lake, Winnipeg, 
Edmonton, Vancouver, Halifax 


Circle No. 22 on reader service card for more information. 
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RIGHT OFF THE DOCKET 


Continued 


awarded the sum of $1,600, the 
amount fixed at the time by the 
Statute for silicosis, second stage 
disability. The employer resists the 
award and files its plea setting up 
the release and discharge of the 
claim. 

The Statute contains a provision 
relating to release or waiver of 
benefits and obligations arising out 
of the Workmen’s Compensation 
Act. No employer or employee shall 
exempt himself from the burden or 


waive the benefits of this chapter by 
any agreement; and any such con- 
tract shall be void. 

Under the Act, the employer may 
become a subscriber or may stay 
without the Act, as he elects. He is 
not compelled to subscribe to the 
fund; but is denied the benefit of 
certain common-law defenses should 
he elect to stay without the Act. 

The Statute expressly limits the 
right of employer or employee to 
exempt himself from the burden or 
waive the benefits of this chapter. 


Subscriber under the Act elects to. 


accept the obligations and burdens 
of the Act as well as the benefits 
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VIL DEFENSE 
LIGHTS 





80 Hours Continuous 
Light On Each Bat- 
































tery Charge! 


mittently). 


gency. 







CARPENTER 
LIGHTS 


LEAD THE woRtd 


EARCHLIGHTS 
ABLE PLOOD and SI 

ro OLORED WARNING LIGHTS 
AUTOMATIC STAND-BY 
LIGHTS 







battery 


Write today for the 1951 Civil 
Defense Issue of our catalog. 






EMERGENCY 
RESCUE LIGHT 


For first-aid, rescue and demolition squads, 
industrial plants, railroads, utilities, police, 


fire, highway departments, efc. 
Indispensable when emergencies strike . . 
this dependable Carpenter light will help 
save lives and aid in disaster control! Pow- 
ered by heavy duty, rechargeable long-life 
battery, a special Carpenter bulb furnishes 
work or rescue light for 80 hours. . 
searchlight for 20 consecutive hours (much longer if used inter- 
Shatter-proof lens . . 
Alternative provision for recharging from an automobile. 


WATCHMASTER 


STAND-BY PANIC LIGHT 
Emergency light the instant power fails! 


Prime targets for enemy bombs and sabo- 
tage are power sources, transportation and 
communication centers and defense plants. 
If bombs drop and lights go out, the first 
60 seconds are vital! _Watchmaster snaps 
into action the instant current fails. A 
“must” for places of public assembly .. . 


wherever people congregate . . . or wherever operations must go on. 
Quickly installed wherever there is an electric outlet. Illuminates 
10,000 square ft. for approximately 4 hours. Built-in trickle charger 
maintains 
charger quickly restores charge after emer- 
Completely automatic, 
and ‘dependable. 
Approved. 


. or floodlight or mile-range 


. rugged cast aluminum case. 


charge. Built-in fast 


fool-proof 
Underwriters’ Laboratory 










CARPENTER MANUFACTURING CO. 
BOSTON-45-SOMERVILLE, MASS. 


“Master-Light-Mokers for 36 years” 
0. 23 on reader service card for more information, 
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and protection thereof. 

The employer contends that the 
employee would receive double com- 
pensation for second stage silicosis 
since he received $1,000 in the com- 
promise settlement and will receive 
$1,600 provided by the Act at the 
time of the filing of the claim. 

The release purporting to have 
released all manner of claims for in- 
juries and not merely the silicosis 
claim. It should not be forgotten, 
however, that at the time of the set- 
tlement, the employer was not a 
subscriber and its liability was not 
limited to the amount of liability 
provided by Statute. It would not 
then claim the protection or benefits 
thereunder given to an employer. 

Its liability at the time had noth- 
ing to do with liability fixed by the 





Extinguisher Finder 





If you need a fire extinguisher in 
a hurry and the lights don’t work 
—or the switch is too far away— 
you'll appreciate the value of this 
idea. Coat the board on which it is 
mounted with a luminous paint. 
When lights are on it looks no dif- 
ferent, but in the dark the extin- 
guisher stands out like a beacon. 


Circle No. 209 on reader service card. 





Act. The claim was against the com- 
pensation fund and not directly 
against the employer. 

The employer further contends 
that the claimant is barred from re- 
covery because of wilful self-expo- 
sure as defined by the Act. It is 
contended that the claimant having 
remained in the employ of the com- 
pany in the same kind of work after 
having executed the release and 
after having knowledge of the fact 
that he had contracted silicosis and 
after having been advised by a phy- 
sician of his silicosis condition and 
that contact with the dust would 
cause it to progress more certainly, 
his actions constituted willful self- 
exposure. It is not claimed, however, 

Continued on page 32 
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PROTECTIVE 
CLOTHING 


ASSAULT MASK 
COURTESY A.E.C. 
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PHOTO BY ARTHUR SHAY—COURTESY PARADE MAGAZINE ° 


GEIGER : CIVILIAN DEFENSE “ATOMOBILE”, CONTAINING EQUIPMENT 
COUNTER SHOWN, TWO WAY RADIO, FIRE EQUIPMENT, 
SURVEY METER AND ITS OWN GENERATOR 







YOUR CIRCLE 








OF Safety | 
CIVILIAN DEFENSE 7 
“ATOMOBILE’’ LEAD 
F LINED 
Now available GLoves 
Write for further details x 
& 





RADIATION COUNTER LABORATORIES, INC. 
1844 WEST 21ST STREET 
CHICAGO 8, ILLINOIS 





ION CHAMBER SURVEY METER 

















RADIATION COUNTER LABORATORIES, INC. 
1844 WEST 21ST STREET, CHICAGO 8, ILLINOIS 


WATER MONITOR FOR RADIOACTIVITY 


SIGHTING ' , , 
DOSIMETER 1 Please send me further information on the 
} CIVILIAN DEFENSE “ATOMOBILE”. No obligation. 
' 
1 Name — 
*TRADEMARK REG. ! 
| Title 
! 
1 Address = 
! 
t 
! 
1 
' 
‘ 


Circle No. 24 on reader service card for more information. 
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RIGHT OFF THE DOCKET 
Continued 


by the employer that the employee 
failed to use all known reasonable 
precautions or that he refused to 
comply with any protective mea- 
sures set up or used by the em- 
ployer. 

The facts do not constitute willful 
self-exposure. Moreover all of these 
facts were known to the company 
and it acquiesced in the condition of 


the claimant by continuing after the 
settlement to employ him in the 
same kind of work. 

Vernon vs. State Compensation 
Commissioner, et al. Supreme Ct. of 
Appeals of W. Va. (61 SE, 342). 


Which Employer 
Was Liable? 

ALEXANDER WAS EMPLOYED BY the 
Detroit Steel Casting Company in its 








60 DAY TRIAL OFFER 


We will ship prepaid your trial 
order for any amount of Onox 
and footmats. You pay nothing 
unless fully satisfied after 60 
days’ use. 





Stop Athlete’s Foot! 


SKIN TOUGHENING! 







Used by Over 70% of the 
Largest Industries in the United States 
No splash « No mess ¢ No waste ¢ Odorless 

Easy to maintain e Nothing to get out of order 

Men like Onox « It relieves tired, aching feet 
Modern research has upset the old theories about Athlete’s 
Foot control. Skin specialists now say that the best chance 
of preventing Athlete’s Foot is to improve the condition of 
the skin. That’s what Onox does. Onox mineral salts 
toughen the skin and make it resistant to fungus growth. 
No fungus growth—no Athlete’s Foot. 











ONOX 
SPONGE RUBBER 
FOOTMAT 





ONOX, INC. 


DEPT. B, 121 SECOND STREET 


SAN FRANCISCO 5, CALIFORNIA 


WAREHOUSES: BROOKLYN, CLEVELAND, 
NEW ORLEANS, LOS ANGELES 


Circle No. 25 on reader service card for more information. 
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foundry from February 27, 1927 to 
October 20, 1948. His work was that 
of a ch‘pper, grinder, and finisher of 
metal, in which he was exposed to 
dust resulting from the foundry 
operations, In 1947 a physical exam- 
ination disclosed that he had silico- 
sis. However, he continued in his 
employment until, for economic rea- 
sons, the plant closed down the 
following year. 

On October 28, 1948, Alexander 
applied for employment at one of 
the plants Ford Motor Company. 
He was given a physical examina- 
tion and x-rays were taken. Without 
waiting for the results of such ex- 
amination, he was put to work at 
common labor, being advised that 
he was on probation until the x- 
rays had been studied. After work- 
ing 4% days, he was notified that it 
had been determined that he was af- 





Midget Pumper 





You can roll 200 gallons of water 
and 300 feet of fire hose right to 
the blaze with this tiny pumper. 
Its pump will draw water from any 
source, once its own tank is emp- 
tied. Stream, fog or mechanical 
foam can be put on a fire. Acces- 
sories included are: nozzles, exten- 
sion ladder, fire axe, portable ex- 
tinguisher, suction strainer. 


Circle No. 210 on reader service card. 





flicted with silicosis and that, in 
consequence, he could not be fur- 
ther employed by the Ford Motor 
Company. 

He then sought employment else- 
where, but was unable to obtain it 
because of his physical condition. 
Thereupon he made application for 
hearing and adjustment of claim 
under the provisions of the Work- 
men’s Compensation law, alleging 
disablement from an occupational 
disease while in the employ of the 
Detroit Steel Casting Company; and 
a further application was made 
designating the Ford Motor Com- 


Continued on page 34 
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ALL PLASTIC 
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LIGHTWEIGHT 
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Made of impact resisting plastic, this one-piece goggle (AQ479 











Clear, AO480 Green) is “optically correct” and meets government 
specifications. It affords exceptional wide angle vision and can be worn 
over most standard types of personal glasses and most prescription 
spectacles and goggles. Recommended for protection against foreign 
particles striking from any direction on the following typés of work: 
babbiting, chipping, cutting rivets, grinding, hand-tool operations, 
machine operations, spike driving and similar operations. Your nearest 


AO Safety Products Represent- 


American @& Optical 


ative can supply you. 
SAFETY PRODUCTS DIVISION 


SOUTHBRIDGE, MASSACHUSETTS @ BRANCHES IN PRINCIPAL CITIES 





Note the many perforations which assure 
ample ventilation and minimize fogging. 
Face contacting edges are rolled for 
greater comfort on this goggle which 
offers a wide range of vision. 





Goggle fits comfortably over most per- 
sonal glasses with nosepiece hugging 
nose snugly. 


QUICK FACTS 
479-480 GOGGLE 


One size only but designed to fit all faces 
comfortably 

Elastic headband, easily adjusted 

4 — contact to face of wearer, resists 
rocking 

Plastic nosepiece fits all noses comfortably 
and snugly 

Rolled edges for comfort, better fit in con- 
tacting face 

Order by number 479 Clear 

Order by number 480 Green 


Circle No. 26 on reader service card for more information. 
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RIGHT OFF THE DOCKET 


Continued 


pany as the employer. Both com- 
panies denied liability; and each 
company objected to relieving the 
other if it should be found that the 
complainant was entitled to com- 
pensation, 


Liability for the payment of com- 
pensation in the event of disability 
resulting from an occupational di- 
sease under the Statute rests on the 
employer for whom the disabled 
employee was engaged in work in 
which time the disease was con- 
tracted and to the nature to which 
it was due. 


record disclosed that the 
claimant became disabled while em- 
ployed by the Detroit Steel Casting 
Company, and that on the last day 
of such employment, he was then 
totally disabled as a result of sili- 


The complainant was examined The 
by three different physicians. They 
agreed that he had silicosis, and that 
this condition reduced his vital 
capacity to the point that he could 
not carry on heavy physical work. 











that’s what Safety Engineers 
are now saying about the 
SAFE-HI SHOCK ABSORBER BELT 


The shock absorber of UNOLYN* elongates permanently 
under loading—thus reducing the impact of a fall. Man is 
stopped promptly, yet the “blow” is held well within safe 
limits for man, belt, or life line. 


*Product of Flight Safety, Wilmington, Del. 


1 YO 
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Y PREVENT ApPEN! 
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See your safety dealer or write 
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Circle No. 27 on reader service card for more information. 
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cosis. During the 4% days that 
claimant worked for the Ford Motor 
Company, he was not employed as a 
chipper, grinder and finisher of 
metal. He worked at such tasks as 
were assigned to him and he under- 
stood at the time that whether he 
was employed as a foundry worker 
depended on the results of the ex- 
amination. 

The condition found to exist on 
October 20, 1948, resulted from his 
prior employment. An award was 
justified against the Detroit Steel 
Casting Company and the Ford 
Motor Company was relieved from 
liability. 

Alexander vs. Ford Motor Company, 
et al. Supreme Ct. of Michigan, 
March 1, 1951. (46 NW, 369). 


Injured By Fall 
After Fainting 


CLAIMANT, 72 YEARS OF AGE, was 
employed by the Studebaker Cor- 
poration in one of its factories. His 
duties were to sweep the floor clean 
of dirt and waste matter, load it in 
a small push cart or truck, take it 
down in the elevator to the ground 
level and dump it. 

On the day in question, he filled 
his truck with sweepings, pushed it 
to the elevator and stood waiting for 
the same to arrive, when he sudden- 
ly “blacked out”, fell to the floor 
and fractured his skull. The floor 
was of wood and slippery; but the 
claimant stated that he did not slip, 
trip or stumble and was not pushed 
or jostled, and there is no evidence 
to the contrary. He was standing 
perfectly still and, without external 
cause of any kind, suddenly col- 
lapsed. A subsequent physical ex- 
amination by medical experts failed 
to reveal any systemic condition 
to which his sudden blackout could 
be attributed. 

It is claimed that his injury is not 
compensable because there is no 
causal connection between the claim- 
ant’s fall and his employment; and 
even though the cause of the fall be 
disregarded, there was no factor 
peculiar to the employment that 
contributed to his injuries. 

When a workman falls in the 
course of his employment, whether 
unexplained or because of personal 
infirmity, and resulting injury is 
due to physical condition of place 
where his employment requires him 
to be, his injuries are compensable. 
In the final analysis, hard floors are 
as much an incident to industry as 
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anything else. They are not special 
hazards peculiar to industry, but 
neither are stairways, elevator 
shafts or ladders. There appears to 
be no logic in the position that be- 
cause a workman, in the course of 
his employment, falls on a hard 
floor instead of from a ladder and 
suffers injuries, he is not entitled to 
compensation because he might have 
had a similar accident elsewhere. 

In the one instance his employ- 
ment put him on a ladder and in the 
other it put him on a hard floor. It 
is true that the possibility of serious 
injury from a fall on the floor is less 
than from a fall from the ladder, but 
the distinction is one of degree and 
not of causal relation to the employ- 
ment. 

Facts are sufficient to sustain a 
compensable injury as a matter of 
law. 

Pollock vs. Studebaker Corp. Appel- 
late Ct. of Indiana, April 2, 1951. 
(97 NE, 631). 


Main Purpose of 
Trip Sets Compensability 


PRINCIPAL WORK OF CLAIMANT, who 
was employed by a company en- 
gaged in constructing state high- 
ways, was to serve as superinten- 
dent of sodding work. He made a 
trip in his own truck on Saturday 
evening after working hours to the 
company’s office in order to ask for 
a personal loan or advance. His de- 
livery of some time sheets was 
merely incidental to the trip, so that 
claimant was not acting within 
scope of his employment when he 
was injured in an automobile acci- 
dent on his return trip. 

If the work of employee creates 
the necessity for travel, he is in the 
course of his employment, although 
he is serving at the same time some 
purpose of his own; but if the work 
is merely incidental to the travel, 
and the trip would not have been 
made but for the private purpose of 
employee, he is beyond the scope of 
his employment in making it. 

Even if the records indicated that 
the time sheets were in fact de- 
livered, such delivery would have 
been merely incidental to the travel 
and Wall at the time of the injury 
still would have been out of the 
scope of his employment. 

No recovery. 

Wall vs. Aldrich, Court of Appeals 
of Louisiana, Second Circuit, Febru- 
ary 8, 1951. (50 S. 680). 
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THIS SPOT 
ABSORBS DANGER! 
















That small spot is important to you. It’s your protection against two of 
the most common industrial dangers—falls and fires resulting from waste 


oils, paints and other liquids. 


The light spot is Wyandotte Zorball—the all-purpose floor absorbent 
that quickly removes these hazards. Just spread Zorball on the floor and 
immediately you have a safe, non-skid surface. Just sweep up the oil- 
soaked Zorball and immediately you have removed the danger of having 


these hazardous wastes cause fire. 


Unlike any competitive floor absorbents, Zorball always maintains its 
original form! Even when saturated! Zorball never cakes, packs or forms 
“mud.” Ask your Wyandotte Representative to demonstrate Zorball, 


the safest floor absorbent. 


P.S.—If you’re having any type of cleaning problem, consult Wyandotte 
for free technical information and service. 





IY, 
NX WYANDOTTE 


gm LORBALL 


®@ removes oils immediately 


gives lasting protection 
against fires 


@ is safe and economical 


© harmless to wood, skin, 
metal, rubber 


@ will not break down and 
form “mud” 


@ does not cling to shoes 








THE WYANDOTTE LINE — products for 
burnishing and burring, vat, electro, steam 
gun, washing machine and emulsion clean- 
ing, paint stripping, acid pickling, related 
surface treatments and spray-booth com- 
pounds. An all-purpose floor absorbent: 
Zorball. In fact, specialized products for 
every cleaning need. 





WYANDOTTE CHEMICALS CORPORATION 
WYANDOTTE, MICHIGAN 
Service Representatives in 88 Cities 


yandotte 


REG. U. S. PAT. OFF. 
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is DOCKSON 
HELMETS and 
HANDSHIELDS 


BE SAFE against sparks, flash and 
dangerous rays of arc welding. DOCK- 
SON HELMETS and HAND SHIELDS are 
leak-proof, shock- 
proof, and equipped 
with Federal speci- 
fications plates. 


BE COMFORTABLE in 
roomy, light-weight 
DOCKSON HELMETS 
—adjustable, cush- 
pat ioned headgear; 
| | form-fitting chin rests; spring pivot 
F holds shield in any position, allows 
easy raising and lowering. 





BE ECONOMICAL, 
get longer use 
from DOCKSON 
HELMETS & HAND 
SHIELDS ... every 
one “BUILT FOR 
BETTER SERVICE”, 





THERE IS A DOCKSON DISTRIBUTOR 
NEAR YOU —Let us send you his 
name and our catalog of Welding 
and Cutting Equipment. 








Circle No. 29 on reader service card. 
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THE FIRST ISSUE of “Industrial Ventilation”, a new period- 
ical devoted to the latest developments in dust and fume 
control, has just been published by American Wheelabra- 
tor. It will give case-history application stories in various 
industries, can probably furnish some solution ideas for 
your dust problems. 

Circle No. 101 on reader service card for more information. 


BILLBOARDS AND SWEATSHIRTS with a luminous glow are colored with 
special fluorescent materials: you’ve probably seen them. But have you 
taken a look at safety posters made by the same process? They’re knock- 
outs. California’s Compensation Insurance Fund uses them, says their bril- 
liant, glowing colors are attention-getters for a year or more. Why they 
glow and how they can be used are subjects covered in a free booklet 
called “The Dark Ages Belong To History.” 


Circle No. 102 on reader service card for more information. 


NASTY STUFF—DERMATITIS, and more troublesome in the 
summer than in other seasons. Want some pointers on how 
to steer clear of it? A 28-page booklet entitled Cutting Oil 
Sanitation provides some sensible information on its cause 


and prevention. It’s free from C. B. Dolge Co. 
Circle No. 103 on reader service card for more information. 


LIGHTWEIGHT PROTECTION apparel for the hot spell coming up is pictured 
and described in Klear-Vu Products Co.’s just-published catalog. It shows 
aprons and armguards of vinyl and several styles of women’s safety caps. 
You can get free samples too. 

Circle No. 104 on reader service card for more information. 


TIRED OF LUGGING heavy extension ladders? Kal Sales 
has developed a gadget that will cut the load in half. It is 
a bracket that is fitted to the frame of the outer ladder so 
that the inner one can be carried separately and joined in 


a hurry. Ask for a brochure showing how the latch works. 
Circle No. 105 on reader service card for more information. 


LIKE JIG-SAW PUZZLE pieces, Rubberlock rubber floor tiles can be assem- 
bled to form any desired shape of mat, runner or complete floor covering. 
Just put them down and the tiles hold-together without cementing or fasten- 
ing. For complete details on the many ways it can cut slipping and worker 
fatigue, take a look at the illustrated brochure available from R. L. Mitchell 
Rubber Co. Yours on request. 

Circle No. 106 on reader service card for more information. 


CHECK YOUR FIRE-PROTECTION gear and bring it up to par. 
No matter what you need, you’ll probably find it in W. S. 
Darley & Co.’s recently published catalog, No. 143. The 98- 
page book shows everything from A to W—no Y or Z—for 
plant and personnel fire protection. Another catalog is 


available too, covering Champion fire apparatus. 
Circle No. 107 on reader service card for more information. 


NEED A COATED GLOVE? You'll be interested in the three-color bulletin 
offered by American Rubberizing Co. It shows a variety of styles in rubber, 
Neoprene or plastic-coated canvas and cotton work gloves. Included is info 


on size ranges, colors and application data for men’s and women’s models. 
Circle No. 108 on reader service card for more information. 
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IF DISASTER STRIKES 


Your Plant Will 
Be A Prime 
Military Target 
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THAT’S A GRIM DRESS-REHEARSAL pictured above. When, where or if 
at all the real thing may be re-enacted is a matter of guess work. We 
pray not. But—we aren’t guessing when we say that 1) we now face 
the very real possibility of being drawn into a major war; and 2) if 
that happens, the only way that an enemy can defeat us is to destroy 
our industrial power. Attack with A-bombs is possible. Such an 
attack would produce horrible destruction. That doesn’t necessarily 
mean a repetition of the the Hiroshima losses. The difference can be 
made in preparation. Perhaps, we will be able to look at the photo 
above five years from now and laugh at our fears. If so, the effort 
you make in civil defense planning will still be valuable in bringing 
your fire defenses up to par and in readying your plant to meet any 
emergency. If not, this effort may make the difference between 
your life and death. Now is the time to get ready. 





What Are The Stumbling- Blocks To 


If you draw a triangle on an Ohio map, using Cleve- 
land, Youngstown and Cincinnati as the points, you 
have an area which contains 76% of the state’s indus- 
trial wealth. In it are the machine-tool and rubber 
capitals of the world, plus a big chunk of the steel, 
bearing, electrical and machinery industries. This wedge 
makes Ohio a prime military target. So Edwin W. King, 
industrial security coordinator for the state, has about as 
important an area as any in the country to plan defenses 
for. To get an idea of how the civil defense picture looks 
from the state level, OccUPATIONAL Hazarps interviewed 
Mr. King. 


OH: What is the state’s job in getting civil defense 
through the planning and into the action stage? 

KING: Our program has two phases. First, we have 
developed a series of instructive bulletins for industry. 
And we have bulletins on specialized civil defense 
subjects too. The second phase is educational. All our 
state universities and colleges will be asked to provide 
short courses that plant men can attend. 


OH: How do you know that your information will 
reach all the state’s plants? 


KING: We really don’t. As it is set up now, our pro- 
gram depends on the local civil defense directors. We 
send them one copy of the material we have for indus- 
try, and ask them how many they will need for their 


municipality. About half follow through—the rest, well 
.,. they haven’t proven very cooperative. 

OH: How are you planning to get around that 
problem? 

KING: We need an intermediate authority between 
our office and the 33,000 industrial operations in Ohio. 
Right now there isn’t any. What we are doing is asking 
each of 78 communities—not the counties—to appoint 
industrial security coordinators to act as liaison. They 
will know local problems and will be able to strengthen 
our communications with plants in their areas. 

OH: Then those 78 industrial coordinators will be 
your enforcement officers too? 

KING: Oh no. We can’t force a plant to do anthing. 
All we can do is provide the ammunition. If they don’t 
want to shoot it, well... 

OH: You’d think that everyone would be quick to do 
something about as important an activity as civil 
defense. ; 

KING: The greatest danger we face is apathy. The 
second, panic in case anything does happen. You’ve 
heard public-health doctors state that it takes an epi- 
demic to wake people up: our people won’t become 
active until they have experienced disaster. 

OH: Getting people to realize that this can happen 
seems to be your toughest obstacle. Are there others? 





How Far Along Is Civil Defense Planning 1h 


Not very. THE GENERAL picture is one of slow start- 
ing. As usual, the big plants are taking the lead, and 
the small ones are waiting to be shown. Because 
adequate civil defense organization and action must 
cover so many phases of industrial activity—in fact, it 
must reach every worker—it isn’t the sort of thing that 
can be started piece-meal. The whole plan must be 
mapped out first. The planning stage is under way in 
most areas: its effectiveness varies, depending on the 
enthusiasm of the state and local authorities and their 
help in providing information on what to do. Still, 
many plants have the mistaken idea that the city or 
state civil defense authority is going to do the job. 


e A sampling of plants in Toledo brought comments 
that are typified by this one: “We don’t laugh off the 
possibilities. If we’re asked to cooperate, we’ll go along 
with the program that will be developed.” 


e A more realistic view is that of Ford Motor Com- 
pany’s security section supervisor, William Corrigan, 
and River Rouge plant protection chief, Joseph Patten. 
Patten speaking: “The government told us some time 
ago, ‘security is your problem. You’re on your own.’” 


“Of course,” says Corrigan, “we’re not ‘on our own’ 
to the extent that we ignore other plants and govern- 
ment agencies. Liaison for mutual aid is vital.” Ford 
set up a company-wide security committee headed by 
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John S. Bugas, vice president for industrial relations. 
Made up of top management men, the committee places 
the responsibility for civil defense where it belongs—at 
management level. 


The key to correct civil defense thinking is contained 
in the remarks by Patten and Corrigan: each plant will 
have to see to its own defenses. But it must be ready 
to pool its emergency resources with its neighbors. 
That’s where your local and state authorities come in. 
Theirs is the job of coordinating civil defense prepara- 
tions and facilities developed by the individual plants. 


Authorities Will Organize Peripheral Aid 


Civil defense coordinators have the tremendous job 
of planning peripheral aid—sending fire, medical, de- 
contamination and other services in to blasted areas 
from surrounding localities. If your plant is hit dead- 
center (or is within half a mile of ground zero) it will 
probably be completely destroyed. All emergency re- 
lief preparations will go up in smoke. Help will come to 
you from neighboring communities: so you are not 
actually preparing to help yourself in case of disaster as 
much as you are getting ready to aid others who are 
victims. In the same way, plants near yours are getting 
ready to come to your aid. 


For normal fire-protection purposes, you can make 
sure that your premises are safeguarded and not worry 
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o | Preparedness ? 


KING: Oh yes. Lack of funds caused delay. Our 
budget is pending now in the legislature. 

OH: That seems to be a general complaint. We’ve 
heard of civil defense offices that work on a loan basis— 
borrowing personnel and equipment from various state 
agencies without even having their own payroll. 

KING: Sounds familiar. That is the way we are 
| operating now. It’s the Governor’s policy, to keep cost 

to a minimum, to borrow skilled people from the vari- 
ous state departments. 

OH: How about security checks on employees? Are 
you able to make them? 

KING: Only in extreme cases at present. The solu- 
tion here seems to be a clearing house of our own. We 
hope to set one up, working with the state bureau of 
identification. 

Here’s another puzzler: plant guards are under fire 
in some municipalities. They have no authority outside 
the plant. They can’t carry arms in many places—one 
town even objected because they were uniformed. 

OH: What can you do about this petty jealousy be- 
tween the various authorities? 

KING: I have one solution but it will require a 
change of law. That is to place plant guard training 
under the state police. This would give us an effective 
force, removed from local jurisdictional squabbles, that i Apo eT ir . ae 
could be shifted effectively to meet emergencies. EDWIN W. KING: “The greatest danger is apathy. 











In Industry? 





too much about the plant across the street. For civil 
defense, it is important to all plants that all others are 
equipped for disaster relief too. It has to be a coopera- 


tive effort. WHAT TO DO 
To offset the “it can’t happen here attitude”, De- Don’t wait for someone to lead you by the 
troit civil defense authorities scheduled a simulated hand. Get in touch with your local or state civil 


A-bomb attack several months ago. There were no 
sirens, no activity of any kind: the whole thing was 
done on paper. A letter was sent to 33 industrial plants, 
telling them 1) that two bombs would strike certain 
intersections at 6 a.m. on a specific Monday, 2) how to 
estimate the damage that would be sustained, depending 
upon their distance from the assumed impact areas (up 
to half mile away—total destruction, up to one mile 


away—50% dead, etc.) Then the letter asked: 1) How The following pages give a step-by-step out- & 


defense director, and ask for information on 
how you can coordinate your efforts with theirs. 
There’s a good chance that they won’t have final 
arrangements made yet. Don’t wait for them to 
start your own defense plans. Your present 
safety and fire-protection organization is the 
nucleus of your civil defense organization. 


many casualties would your plant sustain? 2) Would line for you to follow in mobilizing for civil 
production be stopped and for how long? 3) What defense. They tell what to do, and show 
control and relief organizations would be available in what some plants have already done. 

your plant? 








The answers showed relatively few casualties be- 
cause of the early hour; but property damage and pro- 
duction-loss estimates ranged from moderate to total. 
Most respondents were planning their defenses, but 
actually had only carry-over plant-protection forces 
from the last war and normal fire-fighting brigades in 
service. That letter was an alarm clock to Detroit 
industry. 
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Your present 
safety staff 
isa C. D. nucleus 





SECURITY measures call for identification photos and badges. This) TRAINI 

device, used in a Massachusetts plant, takes pix for badge, card and|Corp., | 

files and delivers prints already developed. sessions 
Circle No. 211 on reader service card for more information. 


1. Who Will Get Your Civil Defense) Mac! 


THERE IS NO NEED TO COMPLICATE civil defense activity 
with a brand new hierarchy of titles and jobs: your 
present safety program is the basis of sound C.D. plan- 
ning. You will have to add to it, but the safety director 
or plant protection chief is the man who is best equipped 
to head up the effort. Of the companies who have taken 
the longest steps towards preparing for disaster control, 
most have backed their operating C.D. chiefs with a top- 
management committee. Still the actual work assign- 
ments fall—naturally enough—to those men whose 
every-day duties include the protection of workers and 
property. 


One man must have full control in case of emergency. 
He is the Chief Warden. All emergency measures will 
be coordinated by him. Assistant chief wardens can be 
placed in charge of specific phases of C.D.—fire-fighting, 
rescue work, decontamination, medical aid. Regardless 
of titles, the important thing is to assign men to these 
tasks and get them started in their preparations. The 
chief warden is responsible to the Plant Defense Chief— 
he should be a top management man—who works with 
city and regional authorities in developing the area 
defenses. 


Fire brigade chief, maintenance superintendent, 
medical director—all have vital jobs. They are the 
natural men for assistant chief wardens, taking charge 
of their specialties. 





e Probably the best C.D. planning job in industry is 


a 





Worcester, Mass., Daily Telegram that done by American Steel & Wire. As early as last 

FAST WARNING of trouble is imperative. Just how much August a committee went to work setting up a manual 
time we will have, no one knows. American Steel & Wire for defense chiefs in each of the company’s 14 plants. 
has installed alarms in its Worcester, Mass., plant. Made up of medical, engineering, training and security 
Circle No. 213 on reader service card for more information. representatives, the committee wrote a 71-page book, 
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s. This TRAINING for fire-fighting and first-aid is intensified at Falk 
ard and| Corp., Milwaukee. it has reactivated its brigade, holds bi-weekly 
sessions On use of extinguishing equipment. 


RADIATION monitoring is only brand new C.D. protection phase. 
Ford, long-time isotope user, is preparing to train squads to use 
devices like these. D. M. McCutcheon heads the program. 


fense Machine Into Gear? 





covering planning, training and procedure. Then in 
March of this year they called in safety and protection 
men from the plants and gave them a three-day run- 
down on its contents. “This is your C.D. job and here 
is how you should go about it.” That’s what the plant 
representatives were told. They went back to their 
plants with 1) a complete background in the problems 
involved in industrial civil defense and 2) information 
on how to handle their specific phases of it. 


Do You Know Who Enters Your Gates? 


First C.D. problem is that of security. And it can 
be a tough one. If your W.W. II identification equipment 
is still around, get it back into action. If not, secure 
gear to photograph every person in the plant, make sure 
each has a badge and identification card to be checked 
by plant guards at the gate. Finger-printing should be 
done at the time of hiring. 


A good public relations job can make active security 
aids out of workers. The cooperation of every employee 
is important: they are more likely to spot the possible 
bad apple—and it only takes one to jam up production. 
Stop resentment at the photo and fingerprinting proce- 
dures by telling workers why they are necessary. Enlist 
their aid in preventing deliberate damage to the plant 


Circle No. 212 on reader service card for more information. 


or production machinery. 


How do you know who you’re hiring? You don’t 
always. If you have a government contract or subcon- 
tract, the Munitions Board will check for you on all 
people who might have access to classified material. But 
you still have to keep your eyes open: it may take 
several months for them to complete their investigation 
and clearance. 

If you’re not doing military work, you’re on your 
own security-wise. You can forward information on 
dubious people to the FBI, but it is not allowed to advise 
you on its findings. The Munitions Board suggests the 
establishment of cooperative clearing houses of person- 
nel information for security purposes, and they have 
already been undertaken in several areas. 


e In all classified work, it is your responsibility in 
hiring, to make sure that the applicant 1) is a citizen 
and 2) has no derogatory record. Even that can pose 
problems. A fairly recent case at Bell Aircraft was this 
puzzler: the Munitions Board advised that it could not 
clear a man for work on classified material. It was 
impractical to switch him to non-classified work, so the 
company fired him. He appealed to the Industrial 
Employment Review Board (of the Munitions Board), 
and it required that he be rehired. 


z=. Strengthen The Corner Where You Are 


IT WILL PROBABLY PROVE PRACTICALLY impossible for most 
plants to build sufficient underground shelters for all 
workers. Of course, if you are fortunate enough to have 
big, deep basements, they are the logical places for 
shelter areas. But don’t use those that are crammed 
with high-pressure steam lines. If below-ground space 
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won’t accommodate everyone, look around for places in 
the plant that will put the most concrete and steel be- 
tween personnel and a bomb blast. 

The time factor must be considered too in selecting 


Continued on next page 
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Circle No. 215 on reader service card for more information. 


NEW ADDITION to Ford River Rouge 
Plant’s professional fire department is 
this pumper. It incorporates a number of 
Ford innovations, such as: 400 ft. of 1” 
booster hose on a single top-mounted 
reel; rear location of connections for 
22" hose. 1200 ft. of 2Y2’’ hose and 
300 ft. of 1¥%2’’ hose are carried. Two 
242" hose lines can be controlled sepa- 
rately to equalize pressure when different 
lengths must be laid. A 3-stage centri- 
fugal pump gives up to 750-pounds pres- 
sure for use of high-pressure fog. The 
truck carries aluminum ladders. The 
back-pack cutting outfit for rescue work 
will penetrate 4’’ of steel: its valves are 
preset to speed use. 


LITTLE GIANT is Osborne Mfg. Co.'s 
(Cleveland) new fire truck. Packing a lot 
of fire-fighting muscle on its small 
frame, the truck carries 5-man crew 
plus: 1) 500 ft. 12’ hose and 100 ft. 
2/2‘ hose; 2) axe, shovels and crow- 
bar; 3) nozzles and fittings; 4) 2 spot- 
lights and 2 portable battery-lanterns; 
5) first-aid kit, boots, helmets and coats; 
6) 2 3-pint vaporizing liquid extingu- 
ishers; 7) 2¥2 gallon foam extinguisher 
8) siphon tube; 9) 2 20-pound carbon 
dioxide extinguishers; 10) foam nozzle; 
11) combination flasher-siren; 12) 20 
ft. 4’’ suction hose; 13) 20 ft. exten- 
sion ladder and 12 ft. roof ladder; 14) 
10 ft. pike pole; 15) 25 ft. 2%’ suc- 
tion hose; 16) centrifugal pump that will 
take water from hydrant, well or pond 
and shoot 375 gal. per minute at 120 
pounds pressure. Five gallons of foam 
concentrate are carried between the front 
seats. 


































shelter areas. The vault at Fort Knox would be useless 
unless workers could get to it fast. So, very often, the 
second choice in protection will be used if the first 
choice is too far away—in terms of time needed to reach 
it. The Port Authority Building, New York City, has a 
cellar big enough to house all occupants of its 16 floors; 
but it uses truck unloading pits as shelter for people on 
floors 3 to 9: elevators can get those on higher floors 
to the basement. 


How Much Time Will We Have? 


There has been a lot of guessing, but nobody knows 
for sure. A New York safety director expects 40 minutes, 
Ohio C.D. men think that 3 or 4 minutes notice is all 
they can expect. Hoping for more, but planning for 
only a few minutes’ warning, several plants have laid 
out evacuation routes that enable them to get up to 2,000 
workers under cover in 2 to 5 minutes. The best way is 
to sit down with a floor plan of each level in your 
plant: chart the quickest way to the designated shelter 
from each department—and provide an alternative 
route in every possible case. Then make sure that you 
have 1) big, bright direction signs pointing the way 
and 2) wardens for every department or work-group 
to make sure that workers get out fast, without panic. 


es will depend on fast emergency relief crews 


Drills are in order to familiarize all employees with 
escape routes. 

e Immediate warning is imperative. The uniform 
C.D. warning system is: 

Yellow—an attack is possible. This signal is trans- 
mitted to key personnel only, so that they can prepare 
for action. 

Red—an attack is imminent. Everyone gets this sig- 
nal: it is the warning to start emergency action. 

White—all clear. 

Some C.D. authorities have not yet decided who will 
get the yellow signal. They are afraid of panic if too 
many people receive the early warning. Better check 
with your local C.D. office on this—find out if you will 
get the yellow warning. Check also as to the standard 
signals for each of these warnings. 

e Alarms—horns or sirens—to transmit the warnings 
should be installed and placed so that every plant area 
will be reached. Perhaps your regular starting and 
quitting whistles will do the job: Ford has tied all such 
signals into a central control panel for warning use. 
They will use them as a start, test and fill in places 
the whistles don’t reach with sirens. Before you test 
your alarm system, be sure to clear it with local 
authorities: you’re liable to have half the community 
running for shelter if they are not forewarned. 


4 Emergency Aid Training Takes On Plant-Wide Importance 


HERE IS THE BIG JoB. You probably have a well-trained 
fire brigade; and, most likely, supervisors and foremen 
are versed in procedure to be followed in case of fire. 
For normal purposes, that should do the job. But not 
today. 

Every man and woman in your plant has to be 
reached with specific information. Evacuation drills are 
the first and most important item. Panic is the greatest 
danger you face in case of emergency. One man who 
blows his top can start off a chain reaction of hysteria. 
That’s why workers must be told what to do and where 
to go when the alarm rings: if you have planned your 
shelter locations and evacuation routes well, you should 
be able to drill employees for effective escape. 

Special assignments will be given reliable workers 
to minimize the danger when attack comes. Equipment 
to be shut down, valves to be closed and other last- 
minute preparations should be thoroughly explained 
and several men assigned to the same job: then, if one 
worker is not available, you still have another to see 
that it is taken care of. 

e The more people who know fire-fighting funda- 
mentals, the better off you will be. Ford has a full-time, 
professional fire department that compares favorably 
with many medium-size city forces. Up to now, there 
has been no employee participation in fire protection— 
except to call the department quickly. But in the last 
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few months, a whole new training program has been 
developed. The idea is to train “minute-man” fire- 
fighters as added protection in case of disaster. A one- 
hour course was set-up, covering basic fire-fighting 
theory, familiarization with an actual use of first- 
aid extinguishers. Out of 65,000 workers, Ford has more 
than 30,000 minute-men: some plants are 100% trained. 

e First-aid and rescue techniques must also be taught 
to as many workers as possible. B. F. Goodrich Co., 
Akron, has a regular series of training sessions in oper- 
ation. So does the Falk Corp., Milwaukee. Your local 
Red Cross will probably be able to help you on this 
subject: they might even send instructors to take over 
the whole job. 

e Radiological defense is something new that every 
plant will have to be ready to handle. Men will have to 
be trained in the use of monitoring devices and decon- 
tamination procedures. 

American Steel & Wire has individual courses for 
every category of emergency relief squads. Programs 
have been arranged to train maintenance, demolition, 
plant guards, first-aid, auxiliary firemen, observers and 
messengers, rescue, decontamination and unexploded- 
bomb squads. The courses run from 5 to 20 hours, are 
all conducted on company time. 


Continued on next page 
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NEW ADDITION to Ford River Roug 
Plant's professional fire department 
this pumper. It incorporates a number of 
Ford innovations, such as: 400 ft. of | 
booster hose on a single top-mounted 
reel; rear location of connections for 
2¥2"" hose. 1200 ft. of 22’ hose and 
300 ft. of 1%’ hose are carried. Tw 
2V2"’ hose lines can be controlled sepa 
rately to equalize pressure when different 
lengths must be laid. A 3-stage centri- 
fugal pump gives up to 750-pounds pres 
sure for use of high-pressure fog. The 
truck carries aluminum ladders. The 
back-pack cutting outfit for rescue work 
will penetrate 4°’ of steel: its valves are 
preset to speed use. 


LITTLE GIANT is Osborne Mfg. Co.'s 
(Cleveland) new fire truck. Packing a lot 
of fire-fighting muscle on its small 
frame, the truck carries 5-man crew 
plus: 1) 500 ft. 1%’ hose and 100 ft 
242" hose; 2) axe, shovels and crow- 
bar; 3) nozzles and fittings; 4) 2 spot- 
lights and 2 portable battery-lanterns; 
5) first-aid kit, boots, helmets and coats; 
6) 2 3-pint vaporizing liquid extingu- 
ishers; 7) 2% gallon foam extinguisher 
8) siphon tube; 9) 2 20-pound carbon 
dioxide extinguishers; 10) foam nozzle 
11) combination flasher-siren; 12) 20 
ft. 4’ suction hose; 13) 20 ft. exten 
sion ladder and 12 ft. roof ladder; 14 
10 ft. pike pole; 15) 25 ft. 2Y%2” suc- 
tion hose; 16) centrifugal pump that will 
take water from hydrant, well or pond 
and shoot 375 gal. per minute at 120 
pounds pressure. Five gallons of foam 
concentrate are carried between the front 
seats. 
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ill depend on fast emergency relief crews 


shelter areas. The vault at Fort Knox would be useless 
unless workers could get to it fast. So, very often, the 
second choice in protection will be used if the first 
choice is too far away—in terms of time needed to reach 
it. The Port Authority Building, New York City, has a 
cellar big enough to house all occupants of its 16 floors; 
but it uses truck unloading pits as shelter for people on 
floors 3 to 9: elevators can get those on higher floors 
to the basement. 


How Much Time Will We Have? 


There has been a lot of guessing, but nobody knows 
for sure. A New York safety director expects 40 minutes, 
Ohio C.D. men think that 3 or 4 minutes notice is all 
they can expect. Hoping for more, but planning for 
only a few minutes’ warning, several plants have laid 
out evacuation routes that enable them to get up to 2,000 
workers under cover in 2 to 5 minutes. The best way is 
to sit down with a floor plan of each level in your 
plant: chart the quickest way to the designated shelter 
from each department—and provide an alternative 
route in every possible case. Then make sure that you 
have 1) big, bright direction signs pointing the way 
and 2) wardens for every department or work-group 
to make sure that workers get out fast, without panic. 


Drills are in order to familiarize all employees with 
escape routes. 

e Immediate warning is 
C.D. warning system is: 

Yellow—an attack is possible. This signal is trans- 
mitted to key personnel only, so that they can prepare 
for action. 

Red—an attack is imminent. Everyone gets this sig- 
nal: it is the warning to start emergency action. 

White—all clear. 

Some C.D. authorities have not yet decided who will 
get the yellow signal. They are afraid of panic if too 
many people receive the early warning. Better check 
with your local C.D. office on this—find out if you will 
get the yellow warning. Check also as to the standard 
signals for each of these warnings. 

e Alarms—horns or sirens—to transmit the warnings 
should be installed and placed so that every plant area 
will be reached. Perhaps your regular starting and 
quitting whistles will do the job: Ford has tied all such 
signals into a central control panel for warning use. 
They will use them as a start, test and fill in places 
the whistles don’t reach with sirens. Before you test 
your alarm system, be sure to clear it with local 
authorities: you’re liable to have half the community 
running for shelter if they are not forewarned. 

? 


imperative. The uniform 


Emergency Aid Training Takes On Plant-Wide Importance 
* ¥ : 


) HERE IS THE BIG JOB. You probably have a well-trained 
» fire brigade; and, most likely, supervisors and foremen 


are versed in procedure to be followed in case of fire. 
For normal purposes, that should do the job. But not 
today. 

Every man and woman in your plant has to be 
reached with specific information. Evacuation drills. are 
the first and most important item. Panic is the greatest 
danger you face in case of emergency. One man who 
blows his top can start off a chain reaction of hysteria. 
That’s why workers must be told what to do and where 
to go when the alarm rings: if you have planned your 


| shelter locations and evacuation routes well, you should 
‘ be able to drill employees for effective escape. 


Special assignments will be given reliable workers 


to minimize the danger when attack comes. Equipment 


to be shut down, valves to be closed and other last- 
minute preparations should be thoroughly explained 


' and several men assigned to the same job: then, if one 



















worker is not available, you still have another to see 
that it is taken care of. 

e The more people who know fire-fighting funda- 
mentals, the better off you will be. Ford has a full-time, 
professional fire department that compares favorably 
with many medium-size city forces. Up to now, there 
has been no employee participation in fire protection— 
except to call the department quickly. But in the last 
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few months, a whole new training program has been 
developed. The idea is to train “minute-man’’ fire- 
fighters as added protection in case of disaster. A one- 
hour course was set-up, covering basic fire-fighting 
theory, familiarization with an actual use of first- 
aid extinguishers. Out of 65,000 workers, Ford has more 
than 30,000 minute-men: some plants are 100% trained. 

e First-aid and rescue techniques must also be taught 
to as many workers as possible. B. F. Goodrich Co., 
Akron, has a regular series of training sessions in oper- 
ation. So does the Falk Corp., Milwaukee. Your local 
Red Cross will probably be able to help you on this 
subject: they might even send instructors to take over 
the whole job. 

e Radiological defense is something new that every 
plant will have to be ready to handle. Men will have to 
be trained in the use of monitoring devices and decon- 
tamination procedures. 

American Steel & Wire has individual courses for 
every category of emergency relief squads. Programs 
have been arranged to train maintenance, demolition, 
plant guards, first-aid, auxiliary firemen, observers and 
messengers, rescue, decontamination and unexploded- 
bomb squads. The courses run from 5 to 20 hours, are 
all conducted on company time. 
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Find out what you can give 


to bolster community equipment pool 






CARBON DIOXIDE 
Recharge after-use, in- 
spect every six months, 
check weight and keep 
filled. 


FOAM 

@ Recharge annually, check 
for corrosion and wash 
all parts with water. 


SODA-ACID 

Recharge annually, check 
for corrosion and wash 
all parts with water. 


WATER PUMP 

Refiil annually after 
washing, check for cor- 
rosion, protect from 
freezing unless anti - 
a freeze solution is used. 


VAPORIZING LIQUID 
Recharge after use, in- 
spect annually, check 
operation by pouring 
small quantity of con- 
tents. 


DRY CHEMICAL 
Recharge after use, in- 
spect every six months 
by weight of cartridge or 
cylinder pressure. 





INVENTORY’ all fire-fighting equipment 
to know what is available for loan to 
C.D. pool if needed. Ford has its own 
extinguisher maintenance shop, last year 
changed 29,000 units in Rouge plant. 


a4 


4.. Equip Your Plant To Meet Dangers 


THERE’S NOTHING NEW IN THE KIND of fire-fighting equip- 
ment that C.D. needs call for. You just need more of it. 
You need more extinguishers than normal requirements 
would indicate because 1) you have to be ready to take 
concentrated fire-fighting power into damaged areas— 
all equipment in those places will be destroyed—and 
2) you will probably be called on to contribute to a 


pool of emergency supplies to be set up and coordinated | 


by municipal C.D. authorities. They may not ask to have 
it delivered to a central supply area, but will want to 
know what you can be prepared to send out on short 
notice. 

Keynote of C.D. fire-fighting is mobility. When help 
is needed, it will be needed in a hurry. Whether your 
plant is small, medium or large, there is equipment 
available that will put your extinguishing weapons on 
wheels. And give some thought to routes for fire 
vehicles: several midwestern manufacturers have rear- 
ranged floor plans of some departments so that their 
small fire trucks can get through without traffic snarls. 

Water supply in case of disaster will be a doubtful 
quantity. One of the important lessons taught by the 
last war is that stand-by water supplies are absolutely 
necessary. Osborne Mfg. Co., Cleveland, has just com- 
pleted construction of a 75,000-gallon gravity tank for 
this purpose. 

Won’t the tank on its spindly legs be sure to go down 
if a bomb hits? Not necessarily. 
close-by, everything will be lost; but if the plant is 
some distance from the actual center of impact, a well- 
built tank has a much better chance of surviving than 
do many other structures. Gravity tanks and towers are 
built to withstand hurricance wind-loads: in earthquake 
areas, they have additional resistance features built into 
them. Make a note to check construction factors if you 


are considering augmenting your emergency water § 


supply. 
e If you don’t already have a scheduled extinguisher 
maintenance program, now is the time to start one. 


Check them, tag them and use some sort of 
remember, untrained 


neglect. 
system for quick identification: 


workers may have to use them. Ford, and many other H 


companies, make it simple to select the right extingu- 
isher by labelling the cylinder as to correct application 


Cache Other Emergency Equipment 
Medical and rescue equipment should be distributed 
throughout the plant area. Your hospital or first-aid 
room, no matter how well equipped, won’t do you a bit 


of good if it happens to be in a damaged area. So pack 
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EMERGENCY COMMUNICATION system at Ford is built 
around existing radio net. The main station, originally installed 
to coordinate movement of company switching engines 





. .. KEEPS IN TOUCH with all mobile units of plant protection 
force. Guards in cars and stations will be able to get emer- 
gency aid facilities even if phones are out. 


Circle No. 216 on reader service card for more information 


Prepare stand-by equipment—regular facilities may fail 







DEFENSE FIRST Alp 
SUPPLIES sEQUIPMENT 


For 
By Authorized Persons 





Worcester, Mass., Daily Telegram 
EMERGENCY MEDICAL supplies are packed for placement in 
widely dispersed areas at Worcester plant of American Steel 
& Wire. First-aids will be handy for any need. 


up medical supplies and disperse them for easy access. 

What volume of medical supplies should be stored? 
Don’t hoard, is the answer that Detroit C.D. director 
William Brinkman is giving plants. Stock about 20% of 
your expected needs. This amount will be plenty if all 
plants follow the rule, since all will cooperate in sending 
aid to damaged areas. 

Normal source of power may be knocked out, along 
with water supplies. What would you do if your phone 
suddenly went dead? It would certainly put a crimp in 
normal business operation—just think how it would 
affect emergency relief. The answer is an auxiliary 
communication system. Radio nets are being set up by 
many plants to work between plant control center— 
from which damage control and rescue work will be 
coordinated—and guard posts. Existing plant radio 
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EMERGENCY LIGHT at Osborne Mfg. Co. plant is assured by 


installation of battery-powered units like this one. If regular 





power fails, it turns on automatically. 
Circle No. 217 on reader service card for more information 


systems should be looked over with a thought to expan- 
sion for C.D. use. Make sure that fire, medical, rescue 
and decontamination units are included in the network. 

Messenger services should be organized, so that 
there will always be a way to keep in touch with all 
parts of the plant and all emergency aid squads. 

When the lights go out, you will be left stumbling 
around in the darkness unless you make auxiliary light- 
ing provisions now. Battery-powered units are avail- 
able, some of them operating automatically; so that they 
go on when the regular lights go off. 

These are the high points—the steps that might be 
life savers if disaster strikes. It won’t be a question of 
interrupted production or discomfort: it will be a ques- 
tion of survival. 





















How You Can Conserve Water 


Having enough of it may 


save your plant from ruin 


IN MANY PLACES, WATER is an expen- 
sive commodity, and pure drinking 
water a scarce item. Thanks to 
modern supply systems, we rarely 
are completely without water, but— 
as happened in New York last year, 
for example—we sometimes feel the 





install SIGHT SAVER 


PROMOTE SAFETY « IMPROVE MORALE 
INCREASE PRODUCTIVITY 


Dirty eyeglasses, like dim lights and dull 
tools, ore hazardous and inefficient. Make 
clean glasses o habit in your plant and office. 
Install SIGHT SAVER CLEANING STATIONS 
to dispense Sight Savers, the Dow Corning 
SILICONE treated tissues that are recognized 
around the world as the best, the easiest and 
the most convenient way to clean, polish and 
protect eyeglasses and safety goggles. Let 
Sight Savers wipe away the best excuse 
men give for not wearing sofety glasses. 


PUT SIGHT SAVER CLEANING STATIONS 
TO WORK FOR YOU 


Leading Safety Supply houses in all princi- 
pai cities are fully stocked with Sight Saver 
cleaning stations ready to serve you. 


No. 60 Black Dispenser . . . $2.50 
No. 61 White Dispenser . . . $2.50 


No. 65 Refill Packet 
containing 800 sheets . . $1.45 


CLEANING STATIONS 







NO MUSS + NO FUSS + NO FLUID 


Attractive ell-metal SIGHT SAVER cleaning 
stations are easy to install : . . easy to service. 
Fool-proof, permanently lubricated mecha- 
nism dispenses one 3 in. x 7 in. tissue at a 
time; each tissue scientifically treated with 
SILICONES made by Dow Corning, the 
world’s first and largest producer of sili- 
cone products and silicone treated tissues. 


DOW CORNING 


SILICONES 





DOW CORNING CORPORATION wmiotano, micnican 


Circle No. 30 on reader service card for more information. 
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pinch of inadequate water. To the 
housewife, a water shortage is a 
nuisance: dishes for the three daily 
meals may have to be washed all at 
once, the front lawn might lose its 
fairway luster. 


But to industry water—enough of 
it—is both a fire protection and a 
housekeeping essential. Stand-by 
reservoirs and gravity tanks aré 
primarily emergency supply sources: 
tapping them during hot-weathe: 


dry spells can leave you in a pre- | 
fire-fighting | 


carious position if 
needs call for all available water. 


Start A Program 
To Conserve Water 


Take a look at the water conser- 


vation program set up last summer 
at the Navy’s New York City Ship- 
yard. If your plant is located in an 
area that might run dry, you can 
probably profit by the shipyard’s 
experience. 


The commandant of the yard ap- 
pointed a water conservation board 
to m.ke policies and a deputy water 
mar:hal in each department. The 
deputy marshal’s job was to police 
water-using facilities, report leaks, 
make daily meter readings and sug- 
gest ways in which water could be 
saved. 


e First step was to find out where 


water was being used. About 175 | 


meters were in use, additional 


meters installed in some buildings k 
The | 
industrial relations department set | 


and at temporary connections. 


up a training program in meter 
reading, and daily readings were 
made and compiled for the entire 
yard. High consumptions were in- 
vestigated immediately and correc- 
tive action taken. 


With the yard divided into areas, 
one area at a time was checked in a 
survey of distribution systems in all 
buildings. All leaks were repaired, 
the largest first. Systems were test- 
ed by isolating sections under pres- 
sure and metering input and output: 
this resulted in finding underground 
leaks (with listening devices) 
totaling 300,000 gallons per day. 


The yard water system is in two 
sections, one from city mains at 55 
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psi and one at 110 psi from high- 
pressure mains. A reducing valve 
was installed at the city mains, cut- 
ting the pressures from 110 to 55 
psi, in order to repair the leaks. A 
connection was made between the 
two systems so that most water now 


» comes through the reducing valve. 


Ways In Which Three 


Million Gallons Were Saved 


Check these water saving tech- 
niques. Which can be applied to 
your system? 


e For fire protection, with most 
sprinklers and standpipes designed 
for 110 psi, the 12 inch valve was 
opened manually while the cross 
connection to the regular section was 
closed. Booster pumps went into 
higher buildings to increase sprink- 
ler and standpipe pressure. 


e Industrial steam had been taken 
from turbo-generators in the power 
plant at 175 psi, this was cut to 125 
psi by adjusting generator controls. 
The 5000 cfm air compressors were 
altered to operate under this lower 
pressure. Cooling water from walk- 
in refrigerators and air-conditioning 
units not equipped with condensers, 
cooling towers or economizers was 
piped into heating condensate return 
system and pumped back for boiler 
make-up feed. Cooling water used 
by rheostats on test equipment was 
handled same way. 


e Additional tanks with 25,000 
gallon capacity were installed in 
power plant to increase surge capa- 
city in the condensate return; this 
resulted in saving 200,000 gallons 
per day. Usual boiler feed-water 
went through a zeolite softener 
while condensate returns went into 
hot wells, the latter was analyzed 
every 2 hours and chemically treat- 
ed. When peak return flows did ex- 
ceed power plant surge capacity, 
overflow was piped to tank truck 
and used for lawns. 


e The laboratory used water in 
certain tests and had been running 
test equipment hours in advance of 
tests: rigid control over test proce- 
dures saved 300,000 gallons daily. In 
blueprinting, spray jets were block- 
ed off to cover only width of paper 
used, and final spray after the fixed 
bath was eliminated. Similar reduc- 
tions in water use were made in 
photographic and X-ray processing. 


e Salt water was used for flushing 
in water-front toilets. 





e Drinking fountains were found 
with continuous streams of water 
going through the cooling unit in- 
stead of circulating—a single foun- 
tain would waste 5000 gallons per 
day. Unnecessary fountains were re- 
moved, deputy water marshals now 
shut off supply and pull electrical 
plugs on all fountains at end-work. 
Water-cooled units are being chang- 
ed to air-cooled. 


e Constant-flush urinals were al- 
tered to require individual flushing. 

Repairs made in this program are 
estimated to cost $100,000, excluding 
maintenance. Daily consumption 
was cut from 3,500,000 to 553,000 
gallons. The $200,000 reduction in 
water cost paid the repair bill twice 
the first year, and the savings still 
go on, 











JHCHSON GH ePesnilelLy 


It has shielded thousands of eyes and faces from 
serious injury. It’s featherlight, easy to clean, 
and has replaceable visors in various lengths, in 
clear and in shades of green. 

Ounce for ounce there’s no better buy in eye 
protection . . . for so many industrial uses. 
For Flash Welding and Metal Pouring, with visors in light, 
medium and dark green, .020” thick, 4”, 6”, and 8” deep: type 
J-1 shield with headrest, type C shield with elastic band in back. 
For Resistance Welding, Metal Finishing, Woodworking, etc., 
with visors of clear plastic .020”, .030”, and .040” thick, 4”, 6”, 
and 8” deep: type J-1 shield with headrest, type C shield with 
elastic band in back. 

OTHER JACKSONS SHOWN HERE: 


For Gas Welding, Cutting and Brazing, with lenses in F.S. shades 
3 thru 6; types W-50, LTB-50 and BX with headrests, type 
WR-50 with elastic band. 


For Chipping and Grinding, with clear, hardened lenses: type 
G-50 with headrest, type GR-50 with elastic band. 


JACKSON PRODUCTS 
WARREN @ MICHIGAN 
Sold through Distributors and Dealers near You 
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Circle No. 31 on reader service card for more information. 
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Safety Meetings)... 
if the 
death. 
1240 C 
Chicago: June 4 to 7. 28th annual 
mn oe a ~ er eal Sai Midwest Safety Conference, will be 
that wi welcomed by Safety Men! 

Brady Safety Signs stick to wood, glass, metal, con- nekd at the Congress Hotel. A. H. 
crete, etc. without moistening. May be applied to Salt Lake City: June 21 to 23. 13th [to hold 
any clean surface in a jiffy. No screws, nails, bolts annual Western States Safety Con- ident o: 
or skilled help necessary. All you do is peel from ference, to be held by Utah Safety ff Associa 
card, apply where wanted and the sign is up to stay. F as be meetin; 
E f Council; Clarence Williams secre- 7. form 

Brady Safety Signs are made of durable cotton t hy pi 
cloth, Silicone Coated to resist dirt, grime and se Board « 
moisture. CONFORM TO ASA Standard Z35.1-41. York Harbor, Maine: September 6 inde 
Select your requirements from a WRITE FOR and 7. 24th‘annual Maine Safety — 
complete catalog of standard safety Pree ‘a’ Depart 
messages. Cost only a few cents per SAMPLES Conference; held by Industria] Safe- FF Labor 
sign. Immediate delivery. Specials useruL ty Division, Department of Labor : chairm. 
made to order. wrteacied and Industry. Arthur F. Minchin, Bj Counc. 
MANUFACTURERS OF SELF-STICKING PRODUCTS director. i pre be 
oy i a ie Chicago: October 8 to 12. 39th Na- ie prograi 
W.H. B RAD | < tional Safety Congress and Exposi- FF M.B 
| ree | : | | a &@ wn an tion, will be held at the Stevens FF seihids 
1632 E. SPRING STREET « CHIPPEWA FALLS, WIS. Hotel. sion, 1 
Circle No. 32 on reader service card for more information. Barber 
'@ Fassna 
S heart a 
= confere 
Howa 
as safe 
rich Cc 

® Davis 
plant 
trator « 


E-X-P-A-N-D-E-D COTTON* @ am” CF fh lia 





Thom 

SWEATBANDS = 
‘ONLY 97/4 Is your plant prepared for |) ™". W 

»- ST ».surestssctitieiaatitinin.. SUDDEN INJURIES? “ane 


So strong, they can be rinsed and used repeatedly! 13,100 were fatally injured in 1949. fy /947- 


1,785,000 workers were non- 

fatally injured during the same 5  Jonat 
year. COLLAPSI-COT, the = Brown 
revolutionary new development Shas be 
in collapsible stretchers, can be trial a 


used. .. 
safety, 


Here’stheanswertoperspiration...super- 

soft, super-absorbent E-X-P-A-N-D-E-D 

COTTON SWEATBANDS. Real com- 

fort for those hot-spot jobs...a better : 

band at a Jower price. ae pant tome tional 
Perfectly designed. No metal parts to . .. in plant courtsey cars BRI c 

FEATHER-LIGHT — You feel only soft cool, rust or chafe, cotton-covered elastic holds . - » for removing workers & ; 
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Peng A-N-D-E-D COTTON—Cotton. aod firmly but you can’t even feel it. — aaron enn How. 
backed gauze expanded to 8 timesnors Get E-X-P-A-N-D-E-D COTTON Now, more than orgy with the ithreat of me Pointe 
mal thickness! SWEATBANDS from your regular dealer the many valuable features of COLLAPS!- | person 
4 Si ° ° 4 ° tai A Schwi 
; mae FOLD—Extra absorbent in safety or first aid supplies. Write us ae ee a hwit 
cie ma 
NO METAL—Only pure cotton and cot- for free sample today. TEC | d tri former 
ton-covered elastic. No rusting, chafing, naustries, INC. eo 
ao dente. GENERAL BANDAGES, INC., Chicago 5 formerly Emergency Aids Company cation 
2018 WEST NORTH AVENUE B partme 
Makers of GAUZTEX—The bandage that sticks to itself CHICAGO 47, ILLINOIS 

Ca t 

Circle No. 33 on reader service curd for more information. Circle No. 34 on reader service card. . 
OCCUPATIONAL HAZARDS | § JUNE, 





safety Men's Roster 








KEEP US POSTED on changes in your safety department. We want to know 
if there is a promotion, new appointment, replacement, retirement or 
death. Mail personnel announcements to the editor, Occupational Hazards, 


1240 Ontario St., Cleveland 13, Ohio. We'll print all we can. 











A. H. S. Stead, the first Canadian 
to hold the post, was re-elected pres- 
ident of the National Fire Protection 
Association at the group’s five-day 
meeting last month. Mr. Stead is 
former president of the Dominion 
Board of Fire Underwriters. 


William L, Connolly, director of the 
Department of Labor’s Bureau of 
Labor Standards has been named 
@chairman of the Federal Safety 
Council. The Council acts as an ad- 
™ visor to Secretary of Labor Tobin in 

developing and maintaining safety 
programs in Federal employment. 


M. B. Fassnacht, chief of plant pro- 
® tection at Columbia Chemical Divi- 
sion, Pittsburgh Plate Glass Co., 
® Barberton, Ohio, died recently. Mr. 
mFassnacht passed away following a 
@ heart attack while attending a safety 
conference. He was 58. 


Howard Reel replaces Kenneth Davis 
as safety supervisor of B. F. Good- 
rich Co.’s (Akron) plant number 3. 
Davis is now safety engineer and 
plant protection personnel adminis- 
trator of Avon Chemical (Goodrich) 
plant. 


Thomas A. Willson, Jr., has been 
elected a vice president by the board 
§ of directors of Willson Products, Inc. 
| Mr. Willson will continue to act as 
assistant secretary of the corpora- 
tion, a position he has held since 
1947, 


Jonathan N. Rawson, who joined 
Browne & Sharp Mfg. Co., in 1941, 
has been apointed directer of indus- 
trial activities. He will direct all 
safety, health, welfare and recrea- 
tional activities for the Providence, 
» R. L, company. 


Howard L. Meyers, has been ap- 
pointed safety director and assistant 
personnel manager of Arnold, 
Schwinn & Company, Chicago bicy- 
cle manufacturer. Mr.*Meyers was 
formerly assistant director of edu- 
cation of the Chicago Health De- 


® partment. 


Captain Harry W. Baumer (CEC) 
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USN, has been appointed to direct 
the Safety Division of the Office of 
Industrial Relations. 


Gerald A. Balzersen has been named 
manager of industrial relations at 
the government’s Institute, W. Va., 
synihetic rubber plant operated by 
B. F. Goodrich Chemical Co. Since 
1947, he has headed the safety and 
training programs for all Goodrich 
Chemical plants. 


Wallace B. Phillips has been elected 
president of Pyrene Mfg. Company, 
Newark, N. J. Mr. Phillips, who has 
been associated with Pyrene since 
1913, is chairman of the Royal So- 
ciety for the Prevention of Acci- 
dents, London. 

Continued on page 63 








PEP-UP Impreg- 

nated Salt Tablets 

are subjected to an 
exclusive patented 
process which forms a 
complete coating around 
each crystal of salt in 
each tablet. This slow 
dissolving tablet elimi- 
nates nausea and digestive 
disorders usually experienced 
when taking fast dissolving 
plain salt tablets or salted 
drinking water and still 
releases some salt imme- 
diately for absorption 
into the system. 





EXPENDABLE DISPENSER 
PEP-UP Impregnated r 
Salt Tablets come to 
you in sanitary, fac- 
tory sealed Dispen- 
sers at no extra 
cost. THROW AWAY 
DISPENSER WHEN 
EMPTY, HANG UP 
A NEW ONE. Save 
the cost of purchas- 
ing, servicing and 
replacing individual 
dispensers. 
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SALT TaBists 











WILL NOT CAUSE NAUSEA 
OR STOMACH DISTRESS 


EACH SALT CRYSTAL 
INDIVIDUALLY COATED 
RELEASE SALT IMMEDIATELY 
(Not Enteric Coated) 


Controlled (slow) dissolving elimi- 
nates nausea 

Starts dissolving immediately 
Disolves completely in about 100 
minutes 

No delay in getting salt into 
system 

Withstands high temperatures 
and rough handling 

Can be stored for long periods 
without deteriorating 

Will not absorb moisture from air 
and clog dispensers 

Meet government specifications 
for Type Ill, Class C, Impregnated 
Salt Tablets 


Write for literature and prices 


UNITED STATES SAFETY SERVICE CoO. 


KANSAS CITY 6, MO. © BRANCHES IN PRINCIPAL INDUSTRIAL CITIES 


In Canada — PARMELEE LTD., 11 Watkinson Ave. — Toronto 9 


eeeeeeseese@eeseeeeeeeseeeeegee?s: 
Circle No. 35 on reader service card for more information. 
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FACTS ABOUT WATER 


Continued from page 21 


to pressure coolers to double the 
water supply in a given location. 
The outlets are usually wall-mount- 
ed bubblers, drawing their supply 
from the cooling unit of the main 
fountain. Such installations may be 
placed on the opposite side of the 
wall from the cooler or on floors 
above or below it. Remote outlets 
should not be placed more than 15 
feet away from the cooler because 
the water warms up in longer piping 
runs. The cooler should be placed in 
the location receiving greater use in 


order to obtain the most benefit 
from the cooler system. 


® Bottle coolers are handy for 
places where plumbing and drains 
are impractical. Since they contain 
their own water supply they may 
also be used where public water is 
not suitable. 


The main advantage of bottle type 
coolers is their portability. Being in- 
dependent of outside water supplies 
and drainage, they can be moved 
easily as work locations demand and 
be placed in operation anywhere 
within reach of an electric outlet 
(most makers recommend bringing 








Watch Your Discards... 


When playing Canasta 
a careless discard may 
allow your opponents 
to pick up the discard 
pile and thereby meld 
many points. They will 
love it but you wont. 





TORIT 
DUST COLLECTORS 


Torit Dust Collectors are self- 
contained units for capturing 
and cleaning dust-laden air 
from grinding, polishing and 
other dust-creating machines. 
They are available in many 


sizes and models. 











TORIT DUST COLLECTORS 


watch discarded abrasive dusts and keep 

them from damaging parts and machines 
At every turn your grinding and polishing 
wheels are discarding abrasive dusts. Some 
are a fire hazard. Others can damage machines 
or finished parts. All are a nuisance that 
lowers plant efficiency and affects working 
conditions. 
The cards are stacked against you unless 
you watch these discards. Meld points for 
your side by equipping dust-creating ma- 
chines with Torit Sant Collectors. Then 
there will be no dangerous discards until you 
are ready to clean up the game. 
When playing for dollars you need Torit 
Dust Collectors for all dust-creating machines. 
Standard models will fit nearly all installa- 
tions and special adaptations can be quickly 
created. For complete information anc latest 
Torit Catalog, write: 


TORT 


Manufacturing Co. 


311 Walnut Street 


Circle No. 36 on reader service card for more information. 


St. Paul 2, Minn. 





the current to within 6 feet of he 
cooler by installing a base plug. 
They are limited to a 5-gallon water 
supply and are therefore most prac- 
tical for small groups or in places 
where they can be refilled often. 


® Cafeteria type coolers deliver 
water into glasses from a pressure- 





4 


rue 




















REMOTE OUTLETS can extend water 
service without requiring the installation 
of additional cooler units. 

Circle No. 218 on reader service card. 


type control. They are valuable for 
decentralizing water supplies in 
plant lunch rooms and speeding up 
service. 


® Central systems are often used 
in large plant office areas, stores, 
hotels and institutions. They have a 
single refrigeration unit connected 
to municipal water supplies and pro- 
vide unlimited amounts of water to 
a large number of outlets. 


How many coolers are needed? You 
can easily figure the number of water 
coolers necessary for the size of your 
plant: 


First, count up the number of 
people in each department or area. 


Next, multiply that number by the 
following Department of Commerce 
standard rates at which cooled water 
is needed. 





Gallons 
needed 
per person 
per hr. 
Bottle Cooler .... .033 
Bubbler Cooler 
Light mfg. .... .143 
Heavy mfg. ... .20 
Hot heavy mfg. .25 
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the For example: if you have 150 
workers doing heavy manufacturing 





iter (and heavy includes most jobs other 
ac- than seated assembly, inspection, 
ices etc.), each person needs .20 gallons 


each hour of the work-day. That 
plant area needs 150 x .20, or 30 
ver & gallons of» water per hour. 
re- Cut your purchasing costs Minnesota 


Then, consult the capacity chart to one seventh Missouri 


é Safety Incorporated, St. Louis; Kansas City 
for each model of cooler—the maker Safety lenses last 7 to 15timeslonger New York 











tal Safety Equip t, Inc, St. Paul 





can provide it—to determine what against weld spatter and grinding Sefety Opttoat Servien, Geshester 
size and how many units are needed. wheel pitting when TUF-COTE  4,,, 
When estimating your water re- treated. TUF-COTE is a microscopic Helmerichs Supply Co., Cleveland 
Columbus; Toledo 
resists the high temperature sparks White Haines Optical Co., Columb: 

nlet water temperature on the hot- ? ° P ace 

, ‘ Guordi fety Equi .. Philadelphi 
test days of the year and 2) room be treated. We can treat your lenses ay eg really eee 
you don’t include these two import- TUF-COTE treated. We also supply meme... cteainttng Sin, Peovidenen 


Watson Co., Buffalo 
<li Williams & Co., Inc., Cincinnati; Cleveland; 
quirements, be sure to consider 1) layer of glass-like substance that 
that cause pitting. Any glass lens can = Pennsylvania 
temperature on the hottest days. If or give you any type or brand of lens, = Rhode Island 
ant factors you will underestimate treated prescription lenses to order. Industrial Supply Co., Chattanooga 


NI] 


; iq : : v 
your needs and wind up short of an TUF-COTE is clear, optically perfect. _ ~ Optical Co., inc, Richmond 
cd adequate supply. TUF-COTE may be ordered from Bausch beeen | Pagel Co., Milwaukee 
—- & Lomb distributors, American Optical Caneda 
—- i Co. branches, and the following firms: Bausch & Lomb Optical Co., Montreal; Toronto 
+ “Where” is as important as “how Industrial Safety Equipment Co., Ltd., 
” . ‘ aaa Georgia Etobicoke, Ont. 
mi much. Unless you plan youl foun- Southeastern Optical Co., Inc., Atlanta 
Ls tain locations so that they are read- Mlinois : 
‘ . Universal Safety Equipment Co., Chicago 
ily available to all workers, having died WALLACE 
2 ’ Midwest Fire & Safety Equipment Co., 
enough of them won’t be much help. ae cha MPANY - Inc 
One to a department, three to each Kentucky OPTICAL co 
floor—and all other rules of thumb summa ns sereareriamlomenniaes 1025 Brush Street 
—are of no value. The way to make Argus Supply Co., Detroit Detroit 26, Michigan 
ter & ‘i . . Averill Equipment Co., Detroit 
™ sure that your drinking water sup- Seco Safety Products Co., Detroit 








on BE ply is adequate is to sit down with 

: floor-plans of the work areas and Circle No. 37 on reader service card for more information. 
see how far each worker has to 
travel from his job in order to get a 
drink. He shouldn’t have to walk 
in | much more than 100 feet. Of course, 
up F you'll want to locate coolers at strat- 
egic entrance, locker room and ° Por Rg 
lunchroom spots; but your main in- ' a 








ed terest is to provide water on the job 
es, to. help workers combat heat and 
a fatigue. The floor-plan approach to 
ed 
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be SIEBERT UTILITY AMBULANCE 
4 Carries up to 8 ambulatory patients person folding bench or 2 reclining 

or 3. reclining patients. Accom- lounge chairs. Use of either side for 
of aoe modates 2 cots and one suspended beds, chairs or cargo independent of 


litter. Also can be furnished for use as use of other side. 





Windows fitted with sliding safety 


- aa F 4 ag 8-PASSENGER BUS glass. Insulated roof. 7 in. variable 


e ~ | f - 
r With its big load space of 160.3 cu ee fon ond adjustable root ven 
er . , ilators. 

: ft., one side 





Large, easily accessible mediadne 


CAN BE USED FOR CARGO cabinets. Permatrimmed in attractive, 
or fitted with either full length 5- easily cleaned art leather. 
SALT TABLET dispensers should be 


All the ruggedness, safety and economy for which the names 
placed near every water cooler during 


Ford and Siebert have long been famous. 








Aly) 
the warm-weather months to replace salt ov? 


‘ns 
lost by perspiration. 7 Ge SENS SH OP Oo F SIE B E RT 








gor “Quality Coach Craftsmen Since 1853” 


, 667 Southard Avenue Toledo 2, Ohio 
water cooler placement will prob- Please send literature and prices on the Utility Ambulance. 


ably enable you to economize too by ' NAME 
| finding places where remote outlets TITLE 
. — can be hooked on to pressure coolers. ' FIRM CITY & STATE__ 





STREET. 














Circle No. 38 on reader service card for more information. 
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An informative discussion of dry chemical fire extinguish- 
ing agents with particular emphasis on factors responsible 
for quality and dependability. « +» «© «+ + eee eee + 


ANSUL DRY CHEMICAL 


CONTROLLED QUALITY FOR 
CONSISTENT DEPENDABILITY 


Your extinguishers can fail to operate when you need 
them most ... or operate with less than maximum 
effectiveness and fail to extinguish the fire . . . unless 
properly maintained and charged with dependable 
first quality extinguishing agents. 

This is equally true of dry chemical fire extinguishers. 
Ansul “PLUS-FIFTY” Dry Chemical is produced un- 
der carefully controlled conditions to meet specific : 
requirements. This means that every container of Ansul Dry Chemical 
has the same uniform high quality. Ansul Extinguishers are designed 
for use with Ansul Dry Chemical only and, if consistent high fire ex- 
tinguishing effectiveness is to be obtained, Ansul Dry Chemical should 
be used for recharge purposes. 

There are a number of factors influencing dry chemical quality and all 
must be controlled because variations in a dry chemical can affect its 
fire extinguishing effectiveness. 

PARTICLE SIZE. The sodium bicarbonate in Ansul Dry Chemical must 
pass tests to insure that the size of the particles falls into a certain 
range. If a certain percentage of the particles are over a maximum 
given size, the fire extinguishing effectiveness of the dry chemical is 
measurably decreased. Ansul’s quality control procedures insure that 
the fire extinguishing effectiveness is always high. 


MOISTURE REPELLENCY. The materials and methods used to pro- 
duce water repellency in the finished dry chemical directly affect its 
flow and packing characteristics and electrical resistivity. All dry chem- 
icals will absorb moisture when exposed to highly humid atmospheres. 
Excessive moisture absorption causes caking of dry chemical and result- 
ant failure of the extinguisher to operate. Ansul Extinguishers and ship- 
ping containers for dry chemical are weather-proofed to minimize the 
possibility of moisture absorption .. . and Ansul provides a further 
safeguard by furnishing a dry chemical which can absorb four times 
more moisture than ordinary dry chemicals without harmful effects 
to any of its characteristics. 


Arthur B. Guise 
Chief Engineer 
Fire Extinguisher Division 
ANSUL CHEMICAL 
COMPANY 









CLEANING COSTS 
Continued from page 23 


































the corners — natural 
places for junk—clean. 
. Sanitation department worker.’ 
jobs take them all over the plant 4 
that direct supervision of their ei 
forts is just about impossible The 
personal angle thus becomes a 
portant: the importance of their 
tasks is impressed upon them ' 
high morale means good work. Each 
man becomes a promoter of good 
housekeeping, as Well as an effective see 
worker. Specific, specialized duties Mm °*P 
are assigned to janitors (producin 7 
better results than pbte-natanenien : 
in which one man does all work in 
a given department), and Pay is oo 
centive-based. The rate is set at 80 
percent efficiency, allowing for 
travel between tasks. Pay may then 
80 as high as 100 percent or fall 
below the base. aes 


collectio; 


Rubbish Collection 
Is 24-Hour-A-Day Job 





— collection goes on around ig 

e clock. Every day, 30 to 40 cubic Unit 
yards of miscellaneous rubbish js Ww os 
trucked to a dump. To keep liquid | e i 
waste out of the sewage system, it ma 


is drained into a 10,000-gallon tank Ci 
and disposed of by tank-trucks. 





FLOW. Ansul Extin- 
guishers are designed to 
discharge dry chemical at 
a definite rate. Quality 
control during the manu- 
facturing operation in- 
sures that Ansul “PLUS- 
FIFTY” Dry Chemical 
will flow at a sufficient- 
ly high rate to insure 
maximum fire fighting 





PACKING, All finely 
divided solids tend to 
pack. Dry chemical is no 
exception. Daily tests of 
Ansul '‘PLUS-FIFTY’”’ 
Dry Chemical as it is 
produced insure that 
every batch will fluidize 
readily. Proper design of 
Ansul Extinguishers dou- 
bly insures fluidizing of 
dry chemical and proper, 








MODEL 20-B 


effectiveness. effective, discharge. 


ELECTRICAL RESISTIVITY. Ansul “PLUS-FIFTY” Dry Chemical has 
an electrical resistivity of 1000 megohms. Frequent tests are made to 
insure that all Ansul Dry Chemical is equally resistive and always safe 
to use on electrical fires. Again, Ansul Dry Chemical can absorb four 
times more moisture than ordinary dry chemicals without impairing its 
electrical resistivity. 


SUMMARY, Ansul’s Engineering and Research Departments have de- 
veloped specifications and tests to control particle size, moisture repel- 
lency, flow and packing characteristics. Last year 3500 flow tests were 
conducted on Ansul Dry Chemical to assure uniformly high quality of 
the manufactured product. You are assured of consistently high quality 
and maximum dependability with Ansul “PLUS-FIFTY” Dry Chemical. 


Send for your copy of File No. 
676. You will receive additional 
technical information on dry 
chemical. Also included is printed 
material describing Ansul’s com- 
lete line of Dry Chemical Fire 
Extinguishing Equipment. 


“PLUS-FIFTY” 

DRY CHEMICAL 

A K S U L IS MORE DEPENDABLE 
r, 

CHEMICAL COMPANY a WANS | 


Fire Extinguisher Division 
MARINETTE, WISCONSIN 


DISTRIBUTORS IN ALL PRINCIPAL CITIES IN THE U.S.A. 
CANADA AND OTHER COUNTRIES 





This Name Assures You of Quality Products 


Cc cle Ne 9 on? 27 2Trvice car for 7 re informatior 
17 2 No. 39 c eade se i i 
vice c d u nore yc ation, 



















Stanley Flud-Li 
Eyeshield No. oie 
6” x 10” window. 








Flud- 
No. rg Eyeshield derma 
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STEEL SAFETY SIGNS—Most popular item in the recently 
expanded operations of eastern Metal of Elmira, Inc., 
is this A-standard 
unit. The durable 
angle-iron frame 
opens into a wide 
base, so that the 
stand won't blow 
over in strong 
winds. Two diag- 
onally - mounted 
red flags make sure 
that the sign catch- 
es all eyes. Brilli- 
, _ ant yellow  back- 
ground and black lettering on both sides of the 
free-swinging sign add to its attention-getting value. 
Unit has baked-enamel finish for long wear and 
weather-resistance. It is 27” high, 18” wide, folds for 
easy storage. Data is offered on the entire Eastern Metal 
steel safety-sign line. 
Circle No. 109 on reader service card for more information. 


PROTECTIVE CREAM—When you stop to think that more 
than 2/3 of all industrial diseases are dermatoses, you 

can see how important an effec- 
rr tive cream can be in cutting ill- 

ness incidence. Dr. L. Mason 
Lyons, medical director of Wright 
Aeronautical Corporation, finding 
that available creams didn’t do 
the job, conducted research to 
develop a new one. The result of 
this effort is Verex, a vanishing- 
cream type ointment. Twelve 
months of carefully controlled 
experience at Wright have shown 
that not a single new case of 
dermatitis developed in employees who washed as 
directed and used Verex. The ointment effectively 
screens out primary irritants and skin sensitizers. To 
make it easily available to workers, the makers of 
Verex, Hygiene Research, Inc., are packing it in indi- 
vidual tubes which can be carried in shirt pockets. 
Another advantage of the new cream is the fact that it 
won’t injure metal surfaces or interfere with plating— 


a problem with wax-based creams. 
Circle No. 110 on reader service card for more information 
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AIR GERMICIDE—Iron City Chemical Co. has a device 
which will pare your share of the 220-million days lost 
each year because of colds. It’s called the Glycolator, 
and is an automatic method of saturating air with germ- 
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killing, yet odorless vapors. Actual tests in Army 
barracks have shown a 50 percent reduction in colds 
and other respiratory ailments. Several types of Gly- 
colator units are offered to provide either portable or 
fixed installations to vaporize and circulate triethylene 
glycol. The small portable model measures less than 
one-foot square, will treat up to 50,000 cubic feet at an 
operating cost of just a few cents a day. 
Circle No. 111 on reader service card for more information. 


Vv. L. EXTINGUISHER—A new, one-gallon vaporizing 
liquid extinguisher has been announced by the Buffalo 
Fire Appliance Corp. Named 
the Air Flo, it operates on an 
entirely new principle: big, duel 
air pumps build up internal air 
pressure to instantly force the 
liquid out in a_= continuous 
stream. Light weight and easy 
to handle, the new unit offers 
effective protection against elec- 
trical and flammable - liquid 
fires. Its steady stream reaches 
up to 30 feet. Dependable action 
is guaranteed by rugged con- 
struction and_ non - freezing 
qualities of the VL _ liquid. 
Sealed in an air-tight compartment, it will last for 


years: only annual inspection is needed. 
Circle No. 112 on reader service card for more information. 





MAGNET CHAIN—S. G. Taylor Chain Co. has announced 
the purchase for the exclusive manufacture of the new 
Downtown type Frictionless Magnet Chain. The unique 
design and a special locating plate in the ring keeps the 
three suspension legs at 120 degree centers—they can 
not gang up on the ring. Friction, twisting and gouging, 
the causes for excessive chain wear, are eliminated. 
Level lifts and even weight distribution are assured. 
The entire assembly is made of heat-treated TM alloy 
steel. It never requires annealing and is extremely re- 
sistant to shock and sub-zero temperatures. 
Circle No. 113 on reader service card for more information. 


You'll find more helpful 
new products on the 


following pages 






















Coppus Airplane Type 
Heat Killer 


cools large 

areas -- 
restores 

efficiency 





Steel mills, drop forge 
plants, foundries and other 
plants with hot working 
conditions find this Coppus 
Heat Killer increases worker 
efficiency ... at reasonable 
cost. A single fan cools 
large areas. 


Other types also available 
for cooling furnaces, electrical 
equipment, for driving out 
gases, drying out products, 
drawing out fumes. Write 
now for detailed information. 
COPPUS ENGINEERING 
CORPORATION, 306 
PARK AVENUE, WOR- 
CESTER 2, MASS. 


HEAT KILLER on the job 
in drop forge plant. 








Circle No. 41 on reader service card for more information. 


the SAF-I-SHIELD 


Fe me ce ok ca cel - 








e Comfortable 
e Strong—Rugged 
e Fits Over Personal Glasses 
e Made of Optilite 
e Optically Correct 
@ Low Cost 


WRITE FOR LITERATURE AND PRICES 
y X . ‘ Y 
[ NITED STATES SAFETY SERVICE Co. 
KANSAS CITY 6, MO.+ BRANCHES IN PRINCIPAL INDUSTRIAL CITIES 


In Canada—PARMELEE LTD.—rtToronto 





Circle No. 42 on reader service card for more information. 
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NEW PRODUCTS 
Continued 

BIFOCAL WELDING LENS—Bifocal glasses wearers have 4 
tough time with welding helmets. Since the vision slit 
of the helmet is placed 
for looking straight 
ahead, it doesn’t permit 
use of the bifocal seg- 
ment in the _ welder’ 
glasses. Result: blurre 
close - up vision, eye- 
strain, poor productior 
accidents. Willson Prod- 
ucts, Inc., have an optical! 
aid that will be welcom: 
relief from these condi- 
tions. It’s called the 
Weld-Aid Lens. It is 
high-grade optical glass, 
ground to a_= specific 
power and mounted securely in a durable plastic frame 
which fits easily into the average welding helmet. It is 
offered in 2 sizes and five different powers. To protect 
the Weld-Aid Lens, the maker suggests that it be placed 
between the cover and filter lenses. The device thus 
replaces the worker’s bifocals and gives unobstructed 


near vision over the entire helmet window area. 
Circle No. 114 on reader service card for more information. 





PORTABLE LAMP—Called the most powerful lamp of its 
kind, the new Big Beam model 700-A portable lamp 
throws a_ 2,000-foot 
beam of light. It is 
ideal for emergency 
lighting, for fire-fight- 
ers and repair crews. 
The Big Beam is pow- 
ered by four standard 
No. 6 dry-cell batter- 
ies, enclosed in a 
hinged two-piece con- 
tainer. The water- 
proof case is 20-gauge 
steel, finished in acid- 
proof red enamel. It 
has a 6” adjustable 
lamphead with a sil- 
vered parabolic reflector. A toggle switch controls 
the prefocused main and auxiliary bulbs. Red, blue and 


green snap-on lenses are available. 
Circle No. 115 on reader service card for more information. 





WATERLESS HAND CLEANER—By dissolving dirt and 
floating it from the pores, Handy waterless cleaner 
removes the most persistent ink, grease and paint stains. 
Because it contains no lye, caustics or other harm- 
ful ingredients, you can use it on any part of the body. 
Handy is made of pure emulsified vegetable and animal 
oils and fats: when you use it, you replace the natural 
skin oils which exposure to irritants and soils might 
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nove. Another new product by the same maker, 
adet Laboratories, is Hand-Saver, an invisible work 
yve that guards against irritation, inflammation and 
tains on the skin. Put on the hands before work, the 
ream prevents the absorption of stains and irritants. 
ioes not stop perspiration. Free samples offered. 





Circle Nor 116 on reader service card for more information 


SAFETY SHOE—Dacron, a new DuPont polyester fiber, 
Bias been proved to be more than ten times as strong as 
ordinary cotton 
stitching, more 
wear-and abra- 
sion - resistant 
too. That is why 
all Rico safety 
shoes are now 
being _ stitched 
with this synth- 
etic thread. It is 
a revolutionary 
advance in shoe 
manufacture, 
says the maker, 
offering resis- 
MMtance to caustics, alkalis, bleaches and common sol- 
rents. The new thread is also impervious to foot acids 
and perspiration, two factors which break down regular 
shoe-seams. The illustrated shoe has an oil-resistant 
Seorded sole. Many other Dacron-stitched Rico shoes 
are offered by Record Industrial Co. 








Circle No. 117 on reader service card for more information. 


PLASTIC GOGGLE—The features of comfort plus complete 
protection—an especially handy combination in warm 
weather—are found 
in the Methaspec 
Eye-Saver, newest 
plastic goggle de- 
velopment of 
Watchemoket Opti- 
cal Co. The new 
goggle has several 
important features: 
1) adjustable tem- 
ple length, so ‘that 
the wearer can get 
a good fit by sim- 
ply pulling or pushing each retrax temple; 2) adjustable 
lens angle, by moving hinged temple up or down; 3) 
) reversible bridge, one side thick and the other thin. 
H Made of UVA Plexiglas only 1/10” thick, the Methaspec 
» has great impact strength (exceeding Federal specifica- 
» tions). Ultra-violet restraint in the harmful range is 
» 100%. Weight: 1% ounces. 











Circle No. 118 on reader service card for more information. 


a os ponte 


SPRINKLER IDENTIFICATION—Something new in perm- 
anent identification signs for sprinkler valves has been 
introduced by Knight Mfg. Co. The material used is a 
tough, weather-proof sandwich-type plastic. Lettering 
is engraved through the surface lamination to reveal a 
core of contrasting color. Since no paint is needed on 
Continued on next page 
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FLUR-O-LOCKS 





actually cost you nothing— 








FLUR-O-LOC 





LOCK LAMPS SECUR 


Le 


ELY 


What you save in increased efficiency of 
fluorescent lamps, starters and ballasts more 


than compensates for the cost 
LOCKS—plus the safety against 
of falling lamps. 


of FLUR-O- 
the hazards 


Be sure that two FLUR-O-LOCKS are used 


on each lamp in your plant. 


Write — Right — Now. 


LADUBY (FLUR-0-LOCK) 


CO., INC. 


BRANFORD, CONNECTICUT 





Circle No. 43 on reader service card for more information. 








Utmost Comfort 


for Workers’ Hands... 
Elastic-Knit-Lined 





® 


STANZOIL 


Duplex NL-34’s 


Chocolate-brown bonded DuPont 


neoprene, resistant to oils, acids, 
caustics. 


Lightweight easy-to-wear Stanz- 
oil Duplex NL-34’s are designed 
expressly for comfortable hand 
protection. Save you money, oe 
tect workers’ hands. Elastic knit 
lining stretches . . . allows free- 
dom of action for working hands, 
speeds production. These DuPont 
neoprene gloves are extra durable 
in harmful liquids. Available in 
light weight, heavy weight; 1014”, 
12”, 14”; standard sizes. 


Industrial Glove Division 


The PIONEER Rubber Company 
638 Tiffin Rd., Willard, Ohio ¢ Los Angeles 







OVER 30 Years OF QUALITY GLOVE MAKING 


Non-slip fingers 
grip wet, oily 
things as if dry. 


Elastic knit lin- 
ing, “Interlock” 
woven—easy on, 
easy off, sweat 
absorbent. 


onnet? 





Circle No. 44 on reader service card for more information 

















SAFETY 


EQUIPMENT FOR ALL INDUSTRIES 






14ee 


WINDOW PLATFORM 


for 


WINDOW WASHERS PAINTERS 
GLAZERS + OTHER WINDOW 


MAINTENANCE MEN 





Rests on outside sill and is 
held firmly in position by 
means of adjustable, tele- 
scopic steel tube on the in- 
side. Each platform tested 
for 800 pounds. Collapses 
compactly. Guard rail 34” 
high. Weight 32 pounds . 
APPROVED BY THE 
PENNSYLVANIA DEPT. 
, OF LABOR & INDUSTRY 
Write for Bulletin No. MA-61 





Safety Equipment for all Industruer 


INDUSTRIAL PRODUCTS ComPANY 


2830 N. FOURTH STREET - PHILADELPHIA 33, PA. 





Circle No. 45 on reader service card for more information. 








WANT MORE EFFICIENT — 
LONGER LASTING STEEL STAMPS? 


SAFETY wie: GRIP 


LETTERS and 
FIGURES 







® No Spall 

® No Mushroom 

® More Service 

® Knurled Grip 

© Patented under 
No.2,089,794 

® Thumb Side Markings 


Knurled sides for positive grip—patented 
design provides perfect balance and 
deeper impressions. Especially recom- 
mended for toughest jobs on steel 
castings, cylinders, tool 


fi 
al steel, etc. All sizes 
— available 14" to 1” 

LF-50, 





characters. 


QNNINGHAM Co 


SAFETY STEEL STAMPS 


91 East Carson Street + Pittsburgh 19, Pa. 


Circle No. 46 on reader service card for more information. 
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PRODUCTS 


Continued 


NEW 


the letters, there is nothing to fade out or wear off 
Although custom-made—with coloring and letters t 
specifications—the high-visibility signs are claimed | 
the maker to be most economical permanent fire sys- 
tem identification. 

Circle No. 119 on reader service card for more information 


SCAFFOLDING FRAMES—Two new types of end-frames, 
designed for light commercial builders have just been 
added to the line of 
tubular-steel scaffolding 
by Bil-Jax, Inc. The 





frames are each 36” wide} 
and 6’ high and are in-| 
* terchangeable. Low price 
plus safety and versatil-] 
ity make them suitable! 


for many maintenance 
applications. One frame 
is ladder-type, for use at 


the ends of scaffolding) 
installations in eliminat-§ 


ing need for other lad- 
ders. The frame is open- 
type to permit passage 
of workers and wheelbarrows underneath. All joints 
are electrically welded. The frames are combined into 
towers by attaching diagonal braces in the usual Bil- 


Jax way. The exclusive brace lock feature eliminates 
the need for removing wing-nuts when attaching 
braces. 


Circle No. 120 on reader service card for more information. 
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SELECTOR VALVE—Fire trucks, trailers and stationary § 
installations can now make their water supply more ef- J 


fective at the flick of a valve. A new selector valve 
announced by Pyrene Mfg. Co. makes possible the use of 
either air-foam compound or wetting agent. Simple and 


efficient, it is ruggedly constructed of stainless steel and 


has a 4-position dial plate for 1 or 2% wetting agent, 


5% foam compound and an “off” position for use when fy 


only water is to be discharged. The 1% concentration of 
wetting agent is used for Class A fires, 2% for Class B— 
both usually discharged through a fog nozzle. 


Circle No. 121 on reader service card for more information. 


DISPLAY UNIT—A safety display unit that got its start 
in point-of-sale merchandising is the new Ehrkad model 
230. Adapted to use for safety by Ehrco, Inc., the unit 
consists of a standard back—37” long by 16” high—plus 
2 sets of plastic letters and numerals, 2 and 3” high. 
Two 30-watt fluorescent tubes shine through horizontal 
glass tubing to give the display a bright, shimmering 
glow. The words “Safety First” in script are also in- 
cluded in the package. With the kit, a wide variety of 
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afety messages can be posted: since changing them is 
simple, new eye-catching slogans can easily be kept in 
une with current plant safety drives. 


Circle No. 122 on reader service card for more information. 










LEANER-BACTERICIDE—Here is a floor cleaner that not 
nly removes soil, but deodorizes and sanitizes at the 
same __ time. The 
combination clean- 
er - bactericide is 
called First. It con- 
tains a powerful 
new germicide, 
Santophen 1, that 
radically reduces 
bacteria and fungi 
count on the clean- 
ed area. Since most 
floor cleaners are 
designed for use 
they run into trouble when they 
Not so with First. According to 


ee 


ith hot water, 
ontact cold floors. 


Piatt & Smillie Chemicals, Inc., the maker, First works 


vell with cold water alone. Because it both cleans and 


sanitizes, First cuts cost by replacing two separate oper- 
htions and eliminates the health hazard present when 


ontaminated mopping solutions are used. A free test- 


ait will enable you to see its powerful action. 


Circle No. 123 on reader service card for more information, 






Eliminates FOGGING and STEAMING 
of Eyeglasses and Goggles — Glass or Plastic — 


K-LENS-M , 
we 
“4 


LIQUID 


Easily applied, 
K-LENS-M Anti-Fogging 
Liquid forms an invisible 
coating that resists formation of fog or moisture on lens surfaces... 
brings clear vision to eyeglass wearers under severe conditions of 
hot steaming vapors, freezing temperatures, humid summer heat, or 
body perspiration . . . overcomes hazards of fogged goggles. . . 
increases worker efficiency and safety. 


Modern Liquid 
“LENS- LENS: With Anti-Fogging Station 


Lens Cleaner for 
Glass or Plastic COMPLETE LENS CLEANING UNIT 
Thoroughly cleans glass or plastic eyewear — without Wolds large bottle of K-LENS-M Lens Cleaner: Dispenses 
scratching, streaking, OF leaving 2 Tissues one at a time: has Dispesal Space for used 
film. oes the job faster, at lower — Ticsues: attachment holds a bettie of K-LENS-M Anti 
Cost. Used m hundreds — Fooving Liquid. All-metal, Baked Enamel Finish. Built-le 
Loch. Compact size for plant and office 


; 


Dispenser Cabinet 







of plants. In Cabinet 
Bottles, Pints, and 
Callens. 
Remember 
K-LENS-M 
for 
Clear 
Vision 
tHe WILKINS co. 
INCORPORATE OC 


Cortland 3, N. Y. 





Easy to INSTALL—-USE—SERVICE 
Circle No. 48 on reader service card for more information. 
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Warnine! 


Skilled workmen = and 
vital machinery are irre- 
placeable! Air raid, sabo- 
tage or fire can take a 
heavy toll unless distinc- 
tive, dependable signals 
respond instantly and un- 
failingly. 





FEDERAL TYPE ‘‘A” SIREN 


Federal sirens, horns and bells are heavy-duty, 
precision-built signals that will give an alert 
in loud, distinctive tones. 


For all of the many industrial uses requiring 
quick, distinct signals Federal Sirens, Horns and 
Bells offer the finest values. 


Write for the Federal Industrial Signal Catalog. 


Place your orders NOW! 
FepeRAL ENTERPRISES, Inc. 


Formerly: Federal Electric Company, Inc. 


8735 South State Street 2 Chicago 19, Iflinois 


Circle No. 47 on reader service card for more information. 
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ANDS 
Kear INGERS 
from 


PRESS RAM 


LITTELL 


Air Blast Valves 


Eject Automatically by Air 
... not by Hand 
















SAVE TIME - 
SAVE AIR - 
SAVE DIES -:- 


fa. Faster production and lower 
labor costs 


m.+ Reduce air consumption 
92 percent 


«« No damage to dies due 
to clogging 


«« Keep operators’ hands and 
fingers out of danger zone 


SAVE HANDS --. 
y's te). | & Meee .. Insurance premiums are lower 
when accidents are reduced. 


QUICKLY INSTALLED—Littell Air Blast Valves can be installed 
on any make or size press in only a few minutes. 


FJ. ME FIZY MACHINE CO. 


AIR DIVISION 
4171 RAVENSWOOD AVE., CHICAGO 13, ILL 


\ i t Offices: Detroit ond Clevetond 


Crs 


Circle No. 49 on reader service card for more information. 











It’s a 


DURABLE mat! 


@ It’s the mat that lasts for 
years and years. 


@ it’s the mat that cleans feet 
as they walk across it. 


@ It’s the mat that traps dirt 
right under the mat surface. 


@ It’s the mat that’s easy to 
roll—easy to clean. 


@ It's the SLIP-PROOF mat 
that prevents SLIP and FALL 
industrial accidents. 


@ It's the mat that reduces 
lost manhours and helps lower 
compensation costs. 


@ It’s the mat of FATIGUE- 
RELIEVING rubber that helps 
improve production. 


@ It’s the mat that’s made for 
every requirement — for en- 
trances, lobbies, and _ the 
toughest plant installation. 


@ It’s the mat that saves you 
money — day after day. 


@ It’s a DURABLE durable 
mat. 


Insist on DURABLE mats. Ask 
“Matty the Mat Man” for the 
facts. 


ed LS 
MAT COMPANY 


75 N. Pleasant St. 
Norwalk, Ohio 
2926 Sixteenth St., S.W. 
Seattle 4, Wash. 





Dear Matty:— 


Please send us com- 
plete information on 
DURABLE durable mats. 





Circle No. 50 on reader service card. 
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SERVICES OFFERED IN ADS 
Continued from page 6 


No more fogging of glasses when you 
provide K-Lens-M complete lens 
cleaning stations and anti-fog liquid. 
Full facts free. 

Circle No. 48 on reader service card. 


Dual protectors for welders who must 
wear hard hats is a new CESCO 
combination unit. They’re covered 
in literature sent on request. 

Circle No. 12 on reader service card. 


For spot cooling you can’t beat the 
comfort provided by Coppus Man- 
Coolers. Details and specs are yours 
on request, 

Circle No. 41 on reader service card. 


Stop disaster before it starts. How? 
With Buffalo automatic fire alarms 
that give you a jump on trouble. 
Details are yours free. 

Circle No. 6 on reader service card. 


Misguided economy can prevent you 
from having a safety floor program. 
For a true picture of floor mainten- 
ance costs, send for a copy of Legge’s 
scientific system explanation. 

Circle No. 15 on reader service card. 


An electronic guard that eliminates ac- 
cidents and actually boosts press 
production is Hoffman Engineering’s 
new product. Get details. 

Circle No. 17 on reader service card. 


Air conditioned feet that are cushioned 
and protected are those covered by 
Hy-Test shoes with new Isco-Vamp 
lining. Details are yours for the 
asking. 

Circle No. 5 on reader service card. 


A small spot of Wyandotte Zorball 
absorbs danger. Why this small spot 
is important to you is told in litera- 
ture sent on request. 

Circle No. 28 on reader service card. 


Window washers, painters and other 
maintenance men will get done 
faster—and work in safety—with the 
IPCO window platform. Bulletin 
MA-61 tells all about it. 

Circle No. 45 on reader service card. 


Stop athlete’s foot from getting a toe- 
hold in your plant. For data on the 
easy, clean way to do it, let Onox, 
Inc., send you full facts. 

Circle No. 25 on reader service card. 


Impact cushioning with Unolyn is the 
secret of the Safe-Hi shock-absorber 
belt. Rose Mfg. Co. will explain 
how it works. 

Circle No. 27 on reader service card. 








Industrial 
200-141 


There’s a Big difference between As- 
bestos Gloves and you can fell the dif- 
ference when you get Industrial’s 200- 
14L asbestos gloves. The quality stands 
out in your hands and on your hands. 
Seamless one piece construction from tip 
to top. No seams at the wrist or working 
edges to pull out or burn out just when 
protection is needed most on a hot job. 
The 200-14L has a knitted cotton lining 
(not woven) anchored in each finger and 
in thumb. The quality stands out in the 
correct design and proportions of the big 
roomy pattern that allow a cool, com- 
fortable fit. They are double sewn. Stand- 
ard 11, 14 and 23 inch lengths. Other 
lengths and many special types of asbes- 
tos gloves and mittens are available both 
lined and unlined. The quality of all 
these items stands out because they are 
all made of sturdy, close woven 2% 
pound per square yard Underwriters 
grade Asbestos cloth . . . from the best 
mills in the United States. 

Be safe—use Industrial’s Safety Ap- 
parel backed by 41 years of experience 
and know-how that means dependable 
low cost protection for rough, tough serv- 
ice. 

We are designers and manufacturers 
of a complete line of Industrial Safety 
Apparel. Write for catalog and tell us 
your requirements. 


Industrial 


GLOVES COMPANY 
A CORPORATION 


Main Factory: 1819 Garfield St., 
DANVILLE, ILLINOIS 
(In Canada: SAFETY SUPPLY CO., Toronto) 


Circle No. 51 on reader service card. 
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Free poster service to help you sell foot 
safety is available from Lehigh 
Safety Shoes. Details too on 2 new 
moccasins. 

Circle No. 16 on reader service card. 


Non-slip fingers assure safe handling 
when workers wear Stanzoil gloves. 
Complete information is yours on 
request from Pioneer Rubber. 
Circle No. 44 on reader service card. 


Keep hands out of danger zones by 
using Littell Air-Blast valves to 
eject parts from presses. Ask for 


facts—free. 
Circle No. 49 on reader service card. 


Durable safety underfoot is what Dur- 
able mats give you. Free details tell 
about other advantages for fatigue 
relief, 

Circle No. 50 on reader service card. 


Smart looking, comfortable and—most 

important — safe are Thom McAn 

ventilated moccasin-style safety 

shoes. Ask for free catalog: it shows 

all styles and gives purchase-plan 

information too. 

Circle No. 7 on reader service card. 

Continued on page 62 


See the big difference 


Mfc © 1-inch Adhesive Compress 
brings you all these features 


*& OFF-CENTER OPENING . . . with turned-back tabs 
to protect sterile pad when soiled hands open it. 


LONGER ...the longest made... 3%"... fits 
around and overlaps big knuckles. Won't peel 
up on ends when hands get wet or sweaty! 


NON-RAVEL PAD... no loose threads in wound 
area... looks neat, stays neat! 


And it’s a /arge six-layer gauze pad, a full %" 
x 1%"... all gauze, no cotton filler! Get this 
complete protection . . . ask for No. 100A. Write 
for samples. 


Medical Supply Company 


1023-6 W. State St., Rockford, Illinois 


Circle No. 52 on reader service card. 
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SAFETY DEVICES ON 
EVERYTHING TO KEEP 
TH’ BABES OUT OF 

DANGER! 


SS 


SS 


AAS SS 
S 
SQ 


BWM 


IT’S 
WHEN you BUY, BE SURE 


SOL-SPEEDI-DRI 


ENT 
oir & GREASE aBSORB 


FREE SAMPLE: Fill out the coupon and mail today for 


big, free sample and brochure. 


Name 


 —_————a 


Circle No. 53 on reader service card for more information. 
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— And 
Sudden Injury 


ALL WE KNOW ABOUT the horrible 
mess on the facing page is the in- 
formation in the caption beneath it. 
It was sent to us by safety engineer 
William Collins of Merck & Co., 
Rahway, New Jersey, although it 
didn’t happen at his plant and did 
not involve Merck personnel. 

We don’t like to publish photos 
like this—but we’re going to keep 
on doing it. Maybe this picture and 
others like it are the way to guard 
against accidents on unguardable 
hazards. We hope that some man’s 
looking at this photo will prevent 
another picture like it. 

If you know of a mechanical pro- 
tection against such accidents, let 
us hear from you. 





Send your suggestions to the 
Editor, OccupaTionaL Hazarps, 1240 
Ontario Street, Cleveland 13, Ohio. 
We'll print all we can. 

















The damage inflicted by accidents in- 
volving chemicals and other materials in the 
eyes can be greatly minimized with HAWS 
Eye-Wash Fountains installed in your plant 
for instant first-aid. Without them perman- 
ent damage or complete loss of sight may 
occur while waiting for treatment. This unit 
is also available with instantaneous drench- 
shower. Priceless protection at a cost of a 





few cents per worker. 


@ Designed in cooperation with, and approved by, leading Safety Engineers. 


Ask your plumbing contractor or write for complete details. 


HAWS DRINKING FAUCET CO. 


1439 FOURTH STREET (Since 1909) BERKELEY 10, CALIFORNIA 


Agents and Sales Representatives in All Princtapal Cities 


Circle No. 54 on reader service card for more information. 





NEW, MODERN ~™ 
STREAMLINED ELECTRIC 
' WATER COOLER 


TOT, 


THAT TE cal 


‘a 


Maintain Maximum Efficiency 


with Coolstream Water Coolers 


@ Designed to meet every individual 
requirement, to maintain top physical 
efficiency, body health and comfort. 


... Cool, refreshing water is a ‘’must.” 
... Eighteen glassfuls of water are 
lost each day through normal body 
function. During hot, summer months 


_the body demand for water is even 


greater, making a supply of the right 
kind of water an absolute necessity. 
... Low initial cost, dependable per- 
formance, and proven minimum 
maintenance are other reasons why 
you should make your selection from 
our complete line. 


Check these Coolstream Features: 
@ Every unit available for A.C. or D.C. 


@ A.C. models have hermetic, thermostatically 
controlled condensing units. 


@ Air or water cooled condenser. 

@ Hydrolene sealed-in rock wool insulation. 

@ Material warranty, including freight to the 
factory. 


For detailed information write today to 


CBS-350 


Hammertone 
finished bottle 
type water 
cooler with 
large storage 
space for extra 
bottle and 
cups. Designed 
for locations 
where bottled 
water is de- 
sired or plumb- 
ing is not 
practical. 


cPpc-50 


Pressure type 
weter cooler 
cools water to 
50°? _— 
Freezes 16 Ibs. 
of ice cubes 
daily — Chills 
food in one 
cubic foot ca- 
pacity stainless 
steel compart- 
ment. All cab- 
inets are stain- 
less steel 
topped and 
finished in 
easy - to-clean 
Hammertone. 


COOLSTREAM CORP. 


NEW YORK 35, N. Y. 


157 E. 128TH STREET 


Circle No. 55 on reader service card for more information. 








SERVICES OFFERED IN ADS 
Continued from page 59 


Effective filtering of welding glare is 
assured by McDonald Burt-Weld 
lenses. A free bulletin tells about 


their featured advantages. 
Circle No. 10 on reader service card. 








Fluorescent lights are safety aids, but 


YOU CAN TELL AT A GLANCE not if they fall on workers’ heads 


WITH Get facts on easy way to keep them 
in place from Laduby Co. 


QUIK-LABEL PIPE MARKERS Circle No. 43 on reader service card. 


Identify ery. ee SS ae plant quickly One ounce of protection is enough to 
and inexpensively with Brady Pipe Markers. ; : 
They give you a uniform system of identifi- save eyes if the ounce goes into 
catiom based on ASA Standard Al3. Anyone American Optical all-plastic goggles 
can apply and everyone can identify the Ask for details on them. 

pipe contents and direction of flow. Cut Circle No. 26 on reader service card. 
maintenance time. Make your plant a safer 

place to work. ‘ Over 235 different markers 

in stock. Specials made to order. 

QUIK-LABELS come on handy dis- WRITE FOR 
penser cards. They are printed in large Free 
black letters on approved ASA back- SAMPLES 

ground colors. Applied in a jiffy—they — Blanket Box 
stick without moistening. Use indoors co 
or outdoors. Cost only a few cents per -ssiatied 
marker. 





DISTRIBUTORS IN OVER 125 PRINCIPAL CITIES 





* MA >r-m~ M2— 


1628 E. SPRING STREET @ CHIPPEWA FALLS, WIS. 
Circle No. 56 on reader service card for more information. 
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DESIGNED FOR mT 
GREATER SAFETY 4 se 


AMERICA’S When you need a fire blanket, 
you need it fast. Safety men at 
Delco Products Div. (GMC), Day- 
HEADQUARTERS ton, thought their old hook-and- 


eye latch containers too slow, so 
FOR they designed this new metal one. 
Flip the clip and the blanket drops 
into your hands. The container is 


FIRE EQUIPMENT dust and water proof. 
AND 

POLICE EQUIPMENT ; ; 
Sight savers are cleaning stations to 


\ keep eyewear from getting smeared. 
9 THE Details on how they work for eye 
NEW safety are free. 


7 Circle No. 30 on reader service card. 
KENNEDY “VICTORY” CAP 


ee ee se OS The Hot Weather Cap— Specialized absorbents to soak up all 
COOL, COMFORTABLE MESH. soils and fire hazardous liquids from | 


Better protection for all the hair all the . 

e time because the full, wide, cme floors are made by Diversey Corp. 
back of the new Kennedy “Victory” p és 

permits complete coverage. Easy to put Another new product is a general- 

on. Adjustable to all head sizes. 11 purpose cleaner. A free sample is 


styles to choose from. 
LEY 4 ’ offered. 
suite ™ Write Dept. OH For Complete infgrmeten Circle No. 4 on reader service card. 


ESTABLISHED 1908 , 
Vy E K F N N F DY CO Industrial ambulance for fast emer- 
o wee ° gency aid is now being manufac- 
3735 NORTH 35TH STREET tured by the Shop of Siebert. You'll 


MILWAUKEE 16, WISCONSIN want to get all the facts on this ver- 


satile vehicle. 
Circle No. 38 on reader service card. 
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WRITE FOR 


CHICAGO 12, ILLINOIS 








sircle No. 57 on reader service card. Circle No. 58 on reader service card. 
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YOUR EMPLOYEES 


NEED SALT 
TO COMBAT HEAT FATIGUE 
FURNISH THEM 


ENTERIC COATED 
SALT TABLETS 


@ PEP-UP are the 
original patented 
ENTERIC COATED 
salt tablets. 
Will not cause 
nausea or salt 
sickness. 
Coating is mois- 
ture proof and 
will not attract ro- 
dents or bugs. Can 
be stored for long 
periods safely. 
Meet government 
specifications for 
Type Ill Class B 
Enteric coated salt 
tablets. 
EXPENDABLE DISPENSERS—PEP-UP TAB- 
LETS come to you in sanitary factory sealed 
dispensers at no extra cost. Throw away dis- 
pensers when empty—Hang up a new one. 
Save the cost of purchasing, cleaning and 
refilling dispensers. 


Unirep STATES SAFETY SERVICE Co 


KANSAS CITY 6 MO. + BRANCHES IN PRINCIPAL INDUSTRIAL CITIES 


In Canada — PARMELEE LTD. — Toronto 


Circle No. 59 on reader service card. 


SERVICES OFFERED IN ADS 
Emergency lighting quickly installed if 
bombs drop and lights go out is as- 
sured by Carpenter Manufacturing 
Company civil defense lights. A new 
catalog tells all about their advan- 
tages. 

Circle No. 23 on reader service card 
Order water coolers now, so employees 
are supplied with the necessary 
water facilities during hot summer 
days. Data sheet put out by Cool- 
stream Corporation available on 
request. 

Circle No. 55 on reader service card 
Measurement of Radioactivity. Request 
full facts on the Radiation Counter 
Laboratories, Inc, Civilian Defense 
“Atomobile”. 

Circle No. 24 on reader service card 


SAFETY MEN’S ROSTER 


Continued from page 49 


Dr. J. S. Altman has left his posi- 
tion as Medical Director of Nash- 
Kelvinator Corporation in Kenosha, 
Wisconsin. 

M, M. Muterspauch has been re- 
placed by Harry E. Harreld as Per- 
sonnel Director of Crosley Motors, 
Inc., in Marion, Indiana. 

M. E. Holder, formerly Personnel 
Director of Pittsburgh Plate Glass 
Company, Columbia Division in 
New Martinsville, West Virginia, is 
now Personnel Director of Southern 
Alkali Corporation in the same city. 








DUNKING STATIONS! 


Answer Your Plant 
Smoking Problems 


Unit No. 2 for mounting on 
walls, columns and posts. 

Unit No. 1, (not illustrated) 
seme as unit No. 2 but with 
upright and base for use on 
floors, aisles, etc. 

Send for illustrated folder 
which gives complete details. 


STANDARD INDUSTRIAL PRODUCTS CO. 
1710 Main Street, Peoria, Illinois 


Circle No. 60 on reader service card. 





Full Neoprene coated, knit-wrist 
style used in all types of general 
industry. Liquid proof, curved fin- 
gers, no seams on working surface. 


Full Neoprene coated, b's" gaunt- 
let. Special thumb reinforcement. 
Liquid proof, curved fingers — for 
all general industry. 


RELIA 


BLE REPUTATION ? 


you can rely on... 





Gloves! 





Nothing is more important to the buyer of any product than the repu- 


tation of-its manufacturer. And that’s why so many in industry today 
automatically buy Hood Industrial Work Gloves. They have tried them 


for jobs of every type and found them better . . . more efficient, longer 


wearing, extra comfortable and more durable for vital protection! Behind 


every pair of these more economical gloves stand more than 50 years of 


Hood's proven research and manufacturing skill— an enviable reputation 


that is your guide for quality workmanship. Perhaps neither of the two 


Hood gloves shown here is the answer to your problem. But if you will 


send for the new catalog, you will most assuredly be able to 


“Put your employee’s hands into a safer glove” 





Write today for the colorful new 
catalog showing the entire Hood Line. 


ex ja NW Sxfeg (205° 


HOOD RUBBER CO. Watertown, Mass. 


Circle No. 61 on reader service card. 




















The yawn that ruined 
a PACKING PLANT 


It happened on a weekend. 


Lulled by the deceptive quiet—and the 
fact that he was not supervised by a DETEX 
GUARDSMAN Watchclock—the Watchman 
went to sleep. 


Soon after, a man was seen running 
from the building. Attracted by billowing 
smoke, a passerby turned in an alarm. 
The Watchman barely escaped asphyxia- 
tion. Damage—$553,000. 


To avoid disaster, make sure your 
Watchman is alert—especially on week- 
ends. The GUARDSMAN, operating on con- 
tinuous roll tape, is the greatest advance 
in Watchman supervision during the past 
70 years. The Watchman knows that if 
he sleeps, shirks or skips rounds, the 
GUARDSMAN will expose him with alibi- 
proof evidence. 


The GUARDSMAN does away with the 
need of a supervising employe returning 
to the plant Saturday and Sunday to 
change the clock dial. The GUARDSMAN 
continues to operate for as long as 96 
hours, without someone having to cut the 
tape. Ask for descriptive folder. 


FREE—a copy of ‘‘Plant Protection for 
National Defense''"—a revised manual of 
instructive information to guide Watchmen, 
Guards and Management engaged in 
defense work. Send for your copy. 


WATCHMENS CLOCKS 


DETEX WATCHCLOCK CORPORATION 
Dept. 0-6 


no 


~— 
NEWMAN _ 76 VARICK STREET NEW YORK 13, N.Y. 
GUARDSMAN Sales and Service in All Principal Cities 


Circle No. 62 on reader service card. 
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EVERY ADVERTISEMENT 





in this 
HAZARDS has a key number directly below it. If you want to 
know more about any of the products or services described, circle 
the corresponding numbers on the postage-free reply card, fill in 
your name and address, and mail it. 


issue of OCCUPATIONAL 
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Halaula, Hawaii—Suffering but grate- 
ful, Yoichi Okihara still has his precious 
eyesight. ‘‘If it weren’t for the safety 
glasses, my doctor said I’d be blind today.’’ 





/ SELL EYE SAFETY TO EMPLOYEES 
Ask your distributor’s representative to 
show you the kit of posters, pay en- 
velope inserts, PA system scripts and 
other material that sells workers force- 
fully on desire to use proper safety 
eyewear. 


SAFETY GLASSES FOR EACH JOB 

A complete range of Bausch & Lomb Casualty companies have long agreed that a ¢otal eye 
safety eyewear, engineered to meet the ; 

most rigid tests for each job classifica- safety program must include education of the workers 
tion in your plant. E 


PROTECTION PLUS CORRECTION by Management. Let us show you this poster, along with 


For at least 50% of your workers pre- 
scription lenses are necessary to work- 
ing efficiency as well as to safety. Your 
B&L distributor offers prompt prescrip- 
tion service on all types of industrial 
eyewear. 


= has a spot news picture so graphically registered 


results of an accident which might have been fatal. It’s 


available to you in a clear, sharp, unretouched poster ver- 





sion— guaranteed to “stop” virtually everyone who views it. 


other forceful educational material, all part of a total eye 
safety service you can implement immediately in your 
plant. Bausch & Lomb Optical Co., 745-6 St. Paul St., 
Rochester 2, N. Y. 
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Circle No. 63 on reader service card for more information 





